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Faraday's Original Experiments 

By Dr. BENCE JONES 

Sections selected from Life and Letters of Faraday, Vol. II, pp. 1-6. 

On August 29, 1831, Faraday began his "Electrical Re- 
searches/^ 

In December 1824, he believed with all his energy that as 
voltaic electricity powerfully affects a magnet, so the magnet 
ought to exert a reaction upon the electric current. Guided 
by this idea, he made an experiment, of which one part (the 
passage of a magnet through a metallic helix connected with 
a galvanometer), if separated from the rest of the experiment, 
would then have made the great discovery of magneto-electricity. 
This experiment he published in the " Quarterly Journal of 
Science,'' July 1825, p. 338. 

In November 1825, also, he had failed to discover voltaic 
induction. He passed a current through one wire, which was 
lying close to another wire, which communicated with a galva- 
nometer, and found ^ no result.' The momentary existence of 
the phenomena of induction then escaped him. 

Again, December 2, 1825, and April 22, 1828, he made ex- 
periments which gave ^ no result.' These experiments were not 
published. 

The good time was now come [i, e,, August 29, ISSl]. The 
first paragraph in the laboratory note-book is ^ Experiments on 
the production of electricity from magnetism.' His first ex- 
periment, detailed in the second paragraph, records the dis- 
covery by which he will be forever known. 

^I have had an iron ring made (soft iron), iron round and 
7/8ths of an inch thick, and ring six inches in external diameter. 
Wound many coils of copper round, one half of the coils being 
separated by twine and calico ; there were three lengths of wire, 
each about twenty-four feet long, and they could be connected 
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as one length, or used as separate lengths. By trials with a 
trough each was insulated from the other. Will call this side 
of the ring A. On the other side, but separated by an inter- 




FIG. 1. 

val, was wound wire in two pieces, together amounting to about 
sixty feet in length, the direction being as with the former coils. 
This side call B. 

^ Charged a battery of ten pairs of plates four inches square. 
Made the coil on B side one coil, and connected its extremities 
by a copper wire passing to a distance, and just over a magnetic 
needle (three feet from wire ring), then connected the ends 
of one of the pieces on A side with battery: immediately a 
sensible effect on needle. It oscillated and settled at last in 
original position. On breaking connection of A side with bat- 
tery, again a disturbance of the needle.' 

In the 17th paragraph, written on the 30th, he says, ^May 
not these transient effects be connected with causes of difference 
between power of metals at rest and in motion in Arago's ex- 
periments ? ' 

After this he prepared fresh apparatus. Writing to his friend 
E. Phillips, September 23, he says: ^ I am busy just now again 
on electro-magnetism, and think I have got hold of a good 
thing, but can't say. It may be a weed instead of a fish that, 
after all my labour, I may at last pull up.' 

September 24 was the third day of his experiments. He 
began paragraph 21 by trying to find the effect of one helix of 
wire, carrying the voltaic current of ten pairs of plates, upon 
another wire connected with a galvanometer. ^ No induction 
sensible.' Paragraph 22. 

In paragraph 33 he says, ^ An iron cylinder had a helix wound 
on it. The ends of the wires of the helix were connected with 
the indicating helix at a distance by copper wire. Then the iron 
placed between the poles of bar magnets as in accompanying 
figure. Every time the magnetic contact at N or S was made 
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or broken, there was magnetic motion at the indicating helix, — 
the effect being, as in former cases, not permanent, but a mere 
momentary push or pull. But if the electric communication 
(t. e., by the copper wire) was broken, then the disjunction and 
contacts produced no effect whatever. Hence here distinct 
conversion of magnetism into electricity.' 

The fifth day of experiment was October 17. Paragraph 
57 describes the discovery of the production of electricity by the 
approximation of a magnet to a wire. 




Fig. 2. 

^ A cylindrical bar magnet three-quarters of an inch in diam- 
eter, and eight inches and a half in length, had one end just 
inserted into the end of the helix cylinder (220 feet long) ; then 
it was quickly thrust in the whole length, and the galvanometer 
needle moved ; then pulled out, and again the needle moved, but 
in the opposite direction. This effect was repeated every time 
the magnet was put in or out, and therefore a wave of elec- 
tricity was so produced from mere approximation of a magnet, 
and not from its formation in situ,' 

The ninth day of his experiments was October 28, and this 
day he 'made a copper disc turn around between the poles of 
the great horseshoe magnet of the Royal Society. The axis and 
edge of the disc were connected with a galvanometer. The 
needle moved as the disc turned.' The next day he made ex- 
periments, November 4, he found ' that a copper wire one eighth 
of an inch drawn between the poles and conductors produced the 
effect.' 

In ten days of experiment these splendid results were ob- 
tained. He collected the facts into the first series of ' Experi- 
mental Researches in Electricity.' It was read, November 24th, 
at the Royal Society. 
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FIRST SERIES 

§ 1. On the Induction of Electric Currents. § 2. On the 
Evolution of Electricity from Magnetism. § 3. On a 
New Electrical Condition of Matter. § 4. On Arago's 
Magnetic Phenomena 

Read November 24, 1831 

1. The power which electricity of tension possesses of causing 
an opposite electrical state in its vicinity has been expressed by 
the general term Induction; which, as it has been received into 
scientific language, may also, with propriety, be used in the 
same general sense to express the power which electrical currents 
may possess of inducing any particular state upon matter in 
their immediate neighborhood, otherwise indifferent. It is with 
this meaning that I purpose using it in the present paper. 

2. Certain effects of the induction of electrical currents have 
already been recognized and described: as those of magnetiza- 
tion ; Amp^re^s experiments of bringing a copper disc near to a 
flat spiral; his repetition with electro-magnets of Arago^s 
extraordinary experiments, and perhaps a few others. Still it 
appeared unlikely that these could be all the effects which in- 
duction by currents could produce ; especially, as, upon dispens- 
ing with iron, almost the whole of them disappear, whilst yet 
an infinity of bodies, exhibiting definite phenomena of induc- 
tion with electricity of tension still remain to be acted upon by 
the induction of electricity in motion. 

3. Furi;her : whether Amp^re^s beautiful theory were adopted, 
or any other, or whatever reservation were mentally made, still 
it appeared very extraordinary, that as every electric current was 
accompanied by a corresponding intensity of magnetic action at 
right angles to the current, good conductors of electricity, when 
placed within the sphere of this action, should not have any 
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current induced through them, or some sensible effect pro- 
duced equivalent in force to such a current. 

4. These considerations, with their consequence, the hope of 
obtaining electricity from ordinary magnetism, have stimulated 
me at various times to investigate experimentally the inductive 
effect of electric currents. I lately arrived at positive results; 
and not only had my hopes fulfilled, but obtained a key which 
appeared to me to open out a full explanation of Arago's mag- 
netic phenomena, and also to discover a new state, which may 
probably have great influence in some of the most important 
effects of electric currents. 

5. These results I purpose describing, not as they were ob- 
tained, but in such a manner as to give the most concise view of 
the whole. 

§ 1. Induction of Electric Currents 

6. About twenty-six feet of copper wire one twentieth of an 
inch in diameter were wound round a cylinder of wood as a 
helix, the different spires of which were prevented from touching 
by a thin interposed twine. This helix was covered with calico, 
and then a second wire applied in the same manner. In this 
way twelve helices were superposed, each containing an average 
length of wire of twenty-seven feet, and all in the same direc- 
tion. The first, third, fifth, seventh, ninth, and eleventh of 

•these helices were connected at their extremities end to end, so 
as to form one helix; the others were connected in a similar 
manner; and thus two principal helices were produced, closely 
interposed, having the same direction, not touching anywhere, 
and each containing one hundred and fifty-five feet in length 
of wire. 

7. One of these helices was connected with a galvanometer, 
the other with a voltaic battery of ten pairs of plates four inches 
square, with double coppers and well charged ; yet not the slight- 
est sensible deflection of the galvanometer needle could be ob- 
served. 

8. A similar compound helix, consisting of six lengths of cop- 
per and six of soft iron wire, was constructed. The resulting 
iron helix contained two hundred and fourteen feet of wire, 
the resulting copper helix two hundred and eight feet; but 
whether the current from the trough was passed through the cop- 
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per or the iron helix, no effect upon the other could be per- 
ceived at the galvanometer. 

9. In these and many similar experiments no difference in 
action of any kind appeared between iron and other metals. 

10. Two himdred and three feet of copper wire in one length 
were coiled round a large block of wood ; other two hundred and 
three feet of similar wire were interposed as a spiral between the 
turns of the first coil, and metallic contact everywhere prevented 
by twine. One of these helices was connected with a galvanom- 
eter, and the other with a battery of one hundred pairs of plates 
four inches square, with double coppers, and well charged. When 
the contact was made, there was a sudden and very slight effect 
at the galvanometer, and there was also a similar slight effect 
when the contact with the battery was broken. But whilst the 
voltaic current was continuing to pass through the one helix, no 
galvanometrical appearances nor any effect like induction upon 
the other helix could be perceived, although the active power 
of the battery was proved to be great, by its heating the whole of 
its own helix, and by the brilliancy of the discharge when made 
through charcoal. 

11. Eepetition of the experiments with a battery of one hun- 
dred and twenty pairs of plates produced no other effects ; but it 
was ascertained, both at this and the former time, that the slight 
deflection of the needle occurring at the moment of <3ompleting 
the connection, was always in one direction, and that the equally 
slight deflection produced when the contact was broken, was in 
the other direction; and also, that these effects occurred when 
the first helices were used (6, 8). 

12. The results which I had by this time obtained with mag- 
nets led me to believe that the battery current through one wire, 
did, in reality, induce a similar current through the other wire, 
but that it continued for an instant only, and partook more of 
the nature of the electrical wave passed through from the shock 
of a common Leyden jar than of the current from a voltaic 
battery, and therefore might magnetize a steel needle, although 
it scarcely affected the galvanometer. 

13. This expectation was confirmed; for on substituting a 
small hollow helix, formed round a glass tube, for the galvanom- 
eter, introducing a steel needle, making contact as before between 
the battery and the inducing wire (7, 10), and then removing 
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the needle before the battery contact was broken, it was found 
magnetized. 

14. When the battery contact was first made, then an unmag- 
netized needle introduced into the small indicating helix (13), 
and lastly the battery contact broken, the needle was found 
magnetized to an equal degree apparently as before ; but the poles 
were of the contrary kind. 

15. The same effect took place on using the large compound 
helices first described (6, 8). 

16. When the unmagnetized needle was put into the indicat- 
ing helix, before contact of the inducing wire with the battery, 
and remained there until the contact was broken, it exhibited 
little or no magnetism ; the first effect having been nearly neu- 
tralized by the second (13, 14). The force of the induced cur- 
rent upon making contact was found always to exceed that of the 
induced current at breaking of contact and if therefore the con- 
tact was made and broken many times in succession, whilst the 
needle remained in the indicating helix, it at last came out not 
unmagnetized, but a needle magnetized as if the induced current 
upon making contact had acted alone on it. This effect may 
be due to the accumulation (as it is called) at the poles of the 
unconnected pile, rendering the current upon first making con- 
tact more powerful than what it is afterwards, at the moment of 
breaking contact. 

17. If the circuit between the helix or wire under induction 
and the galvanometer or indicating spiral was not rendered 
complete before the connection between the battery and the 
inducing wire was completed or broken, then no effects were per- 
ceived at the galvanometer. Thus, if the battery communica- 
tions were first made, and then the wire under induction con- 
nected with the indicating helix, no magnetizing power was there 
exhibited. But still retaining the latter communications, when 
those with the battery were broken, a magnet was formed in 
the helix, but of the second kind (14) t. e,, with poles indicating 
a current in the same direction to that belonging to the battery 
current, or to that always induced by that current at its cessa 
tion. 

18. In the preceding experiments the wires were placed near 
to each other and the contact with the inducing one with the bat- 
tery made when the inductive effect was required; but as the 
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particular action might be supposed to be exerted only at the 
moments of making and breaking contact, the induction was 
produced in another way. Several feet of copper wire were 
stretched in wide zigzag forms, representing the letter W, on 
one surface of a broad board; a second wire was stretched in 
precisely similar forms on a second board, so that when brought 
near the first, the wires should everywhere touch except that a 
sheet of thick paper was interposed. One of these wires was 
connected with the galvanometer and the other with a voltaic 
battery. The first wire was then moved towards the second and 
as it approached, the needle was deflected. Being then removed 
the needle was deflected in the opposite direction. By first mak- 
ing the wires approach and then recede simultaneously with the 
vibrations of the needle the latter soon became very extensive; 
but when the wires ceased to move from or towards each other, 
the galvanometer-needle soon came to its usual position. 

19. As the wires approximated, the induced current was in the 
contrary direction to the inducing current. As the wires re- 
ceded the induced current was in the same direction as the induc- 
ing current. When the wires remained stationary there was no 
induced current (54). 

20. When a small voltaic arrangement was introduced into 
the circuit between the galvanometer (10) and its helix or wire, 
so as to cause a permanent deflection of 30° or 40°, and then 
the battery of 100 pairs of plates connected with the inducing 
wire, there was an instantaneous action as before (11) ; but the 
galvanometer-needle immediately resumed and retained its place 
unaltered, notwithstanding the continued contact of the in- 
ducing wire with the trough: such was the case in whichever 
way the contacts were made (33). 

21. Hence it would appear that collateral currents, either in 
the same or in opposite directions exert no permanent inducing 
power on each other, affecting their quantity or tension. 

22. I could obtain no evidence by the tongue, by spark, or by 
heating fine wire or charcoal, of the electricity passing through 
the wire under induction; neither could I obtain any chemical 
effects, though the contacts with metallic and other solutions 
were made and broken alternately with those of the battery, so 
that the second effect of induction should not oppose or neutral- 
ize the first (13, 16). 
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23. This deficiency of effect is not because the induced cur- 
rent of electricity cannot pass fluids, but probably because of its 
brief duration and feeble intensity; for on introducing two 
large copper plates into the circuit on the induced side (20), the 
plates being immersed in brine, but prevented from touching 
each other by an interposed cloth, the effect at the indicating 
galvanometer or helix occurred as before. The induced electric- 
ity could also pass through a voltaic trough (20). When, how- 
ever, the quantity of interposed fluid was reduced to a drop, the 
galvanometer gave no indication. 

24. Attempts to obtain similar effects by the use of wires 
conveying ordinary electricity were doubtful in the results. A 
compound helix, similar to that already described, containing 
eight elementary helices (6), was used. Four of the helices had 
their similar ends bound together by wire, and the two general 
terminations thus produced connected with the small magnetiz- 
ing helix containing an unmagnetized needle (13). The other 
four helices were similarly arranged, but their ends connected 
with a Ijeyden jar. On passing the discharge, the needle was 
found to be a magnet; but it appeared probable that a part of 
the electricity of the jar had passed off to the small helix, and 
so magnetized the needle. There was indeed no reason to expect 
that the electricity of a jar possessing as it does great tension, 
would not diffuse itself through all the metallic matter inter- 
posed between the coatings. 

25. Still it does not follow that the discharge of ordinary 
electricity through a wire does not produce analogous phe- 
nomena to those arising from voltaic electricity ; but as it appears 
impossible to separate the effects produced at the moment when 
the discharge begins to pass, from the equal and contrary effects 
produced when it ceases to pass (16), inasmuch as with ordinary 
electricity these periods are simultaneous, so there can be scarcely 
any hope that in this form of experiment they can be perceived. 

26. Hence it is evident that the currents of voltaic electricity 
present phenomena of induction somewhat analogous to those 
produced by electricity of tension, although, as will be seen 
hereafter, many differences exist between them. The result is 
the production of other currents (but which are only momen- 
tary), parallel, or tending to parallelism, with the inducing 
current. By reference to the poles of the needle formed in the 
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indicating helix (13, 14), and to the deflections of the galva- 
nometer needle (11), it was found in all cases that the induced 
current, produced by the first action of the inducing current, 
was in the contrary direction to the latter, but that the current 
produced by the cessation of the inducing current was in the 
same direction (19). For the purpose of avoiding periphrasis, 
I propose to call this action of the current from the voltaic bat- 
tery volta-electric induction. The properties of the second 
wdre, after induction has developed the first current, and whilst 
the electricity from the battery continues to flow through its 
inducing neighbor (10, 18), constitute a peculiar electric con- 
dition, the consideration of which will be resumed hereafter 
(60). All these results have been obtained with a voltaic ap- 
paratus consisting of a single pair of plates. 

§ 2. Evolution of Electricity from Magnetism 

27. A welded ring was made of soft round bar-iron, the metal 
being seven eighths of an inch in thickness, and the ring six 
inches in external diameter. Three helices were put round one 
part of this ring, each containing about twenty-four feet of 
copper wire one twentieth of an inch thick ; they were insulated 
from the iron and each other, and superposed in the manner 
before described (6), occupying about nine inches in length 
upon the ring. They could be used separately or conjointly; 
the group may be distinguished by the letter A, Fig. 1. On 
the other part of the ring about sixty feet of similar copper 
wire in two pieces were applied in the same manner, forming 
a helix B, which had the same common direction with the helices 
of A, but being separated from it at each extremity by about 
half an inch of the uncovered iron. 

28. The helix B, was connected by copper wires with a galva- 
nometer three feet from the ring. The helices of A were con- 
nected end to end so as to form one common helix, the ex- 
tremities of which were connected with a battery of ten pairs 
of plates four inches square. The galvanometer was immedi- 
ately affected, and to a degree far beyond what has been de- 
scribed when with a battery of tenfold power helices without 
iron were used (10) ; but though the contact was continued, the 
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effect was not permanent, for the needle soon came to rest in 
its natural position, as if quite indifferent to the attached 
electro-magnetic arrangement. Upon breaking the contact with 
the battery, the needle was again powerfully deflected, but in 
the contrary direction to that induced in the first instance. 

29. Upon arranging the apparatus so that B should be out 
of use, the galvanometer be connected with one of the three 
wires of A (27), and the other two made into a helix through 
which the current from the trough (28) was passed, similar 
but rather more powerful effects were produced. 

30. When the battery contact was- made in one direction, the 
galvanometer-needle was deflected on the one side; if made in 
the other direction, the deflection was on the other side. The 
deflection on breaking the battery contact was always the re- 
verse of that produced by completing it. The deflection on 
making a battery contact always indicated an induced current 
in the opposite direction to that from the battery ; but on break- 
ing the contact the deflection indicated an induced current in 
the same direction as that of the battery. No making or break- 
ing of the contact at B side, or in any part of the galvanometer 
circuit, produced any effect at the galvanometer. No con- 
tinuance of the battery current caused any deflection of the 
galvanometer-needle. As the above results are common to all 
these experiments, and to similar ones with ordinary magnets 
to be hereafter detailed, they need not be again particularly 
described. 

31. Upon using the power of 100 pairs of plates (10) with 
this ring, the impulse at the galvanometer, when contact was 
completed or broken, was so great as to make the needle spin 
round rapidly four or five times, before the air and terrestrial 
magnetism could reduce its motion to mere oscillation. 

32. By using charcoal at the ends of the B helix, a minute 
spark could be perceived when the contact of the battery with 
A was completed. This spark could not be due to any diversion 
of a part of the current of the battery through the iron to the 
helix B ; for when the battery contact was continued, the galva- 
nometer still resumed its perfectly indifferent state (28). The 
spark was rarely seen on breaking contact. A small platina 
wire could not be ignited by this induced current; but there 
seems every reason to believe that the effect would be obtained 
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by using a stronger original current or a more powerful arrange- 
ment of helices. 

33. A feeble voltaic current was sent through the helix B and 
the galvanometer, so as to deflect the needle of the latter 30° 
or 40°, and then the battery of one hundred pairs of plates 
connected with A; but after the first effect was over, the 
galvanometer-needle resumed exactly the position due to the 
feeble current transmitted by its own wire. This took place 
in whichever way the battery contacts were made, and shows 
that here again (20) no permanent influence of the currents 
upon each other, as to their quantity and tension exists. 

34. Another arrangement was then employed connecting 
the former experiments on volta-electric induction (6-26) with 
the present. A combination of helices like that already de- 
scribed (6) was constructed upon a hollow cylinder of paste- 
board: there were eight lengths of copper wire, containing al- 
together 220 feet; four of these helices were connected end to 
end, and then with the galvanometer (7) ; the other inter- 
vening four were also connected end to end, and the battery 
of one hundred pairs discharged through them. In this form 
the effect on the galvanometer was hardly sensible (11), though 
magnets could be made by the induced current (13). But 
when a soft iron cylinder seven eighths of an inch thick, and 
twelve inches long, was introduced into the pasteboard tube, 
surrounded by the helices, then the induced current affected 
the galvanometer powerfully, and with all the phenomena Just 
described (30). It possessed also the power of making magnets 
with more energy, apparently, than when no iron cylinder was 
present. 

35. When the iron cylinder was replaced by an equal cylinder 
of copper, no effect beyond that of the helices alone was pro- 
duced. The iron cylinder arrangement was not so powerful as 
the ring arrangement already described (27). 

36. Similar effects were then produced by ordinary magnets: 
thus the hollow helix just described (34) had all its elementary 
helices connected with the galvanometer by two copper wires, 
each five feet in length; the soft iron cylinder was introduced 
into its axis; a couple of bar-magnets each twenty-four inches 
long, were arranged with their opposite poles at one end in con- 
tact, so as to resemble a horse-shoe magnet, and then contact 
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made between the other poles and the ends of the iron cylinder, 
so as to convert it for the time into a magnet, Fig. 2, by break- 
ing the magnetic contacts or reversing them, the magnetism 
of the iron cylinder could be destroyed or reversed at pleasure. 

37. Upon making magnetic contact, the needle was deflected ; 
continuing the contact, the needle became indifferent, and re- 
sumed its first position; on breaking the contact it was again 
deflected, but in the opposite direction to the first effect, and 
then it again became indifferent. When the magnetic contacts 
were reversed the deflections were reversed. 

38. When the magnetic contact was made, the deflection was 
such as to indicate an induced current of electricity in the 
opposite direction to that fitted to form a magnet, having 
the same polarity as that really produced by contact with the 
bar magnets. Thus when the marked and unmarked poles were 
placed as in Fig. 3, the current in the helix was in the direction 
represented, P being supposed to be the end of the wire going to 
the positive pole of Ihe battery, or that end towards which the 
zinc plates face, and N the negative wire. Such a current would 
have converted the cylinder into a magnet of the opposite kind 
to that formed by contact with the poles A and B; and such 
a current moves in the opposite direction to the currents which 
in M. Ampere's beautiful theory are considered as constituting 
a magnet in the position figured.* 

39. But as might be supposed that in all the preceding 

* The relative position of an electric current and a magnet is by most 
persons found very difficult to remember, and three or four helps to the 
memory have been devised by M. Ampere and others. . I venture to sug- 
gest the following as a very simple and effectual assistance in these and 
similar latitudes. Let the experimenter think he is looking down upon a 
dipping needle, or upon the pole of the earth, and then let him think upon 
the direction of the motion of the hands of a watch, or of a screw moving 
direct; currents in that direction around a needle would make it into such 
a magnet as the dipping needle, or would themselves constitute an electro- 
magnet of similar qualities; or if brought near a magnet would tend to 
make it take that direction; or would themselves be moved into that posi- 
tion by a magnet so placed; or in M. Ampere's theory are considered as 
moving in that direction in the magnet. These two points of the position 
of the dipping needle and the motion of the watch hands being remem- 
bered, any other relation of the current and the magnet can be at once 
deduced from it. 
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experiments of this section, it was by some peculiar effect taking 
place during the formation of the magnet, and not by its mere 
virtual approximation, that the momentary induced current was 
excited, the following experiment was made. All the similar 
ends of the compound hollow helix (34) were bound together 
by copper wire, forming two general terminations, and these 
were connected with the galvanometer. The soft iron cylinder 




FiQ. 3. * Fig. 4. 

(34) was removed, and a cylindrical magnet three-quarters of 
an inch in diameter and eight inches and a half in length, 
used instead. One end of this magnet was introduced into the 
axis of the helix. Fig. 4, and then, the galvanometer-needle 
being stationary, the magnet was suddenly thrust in; immedi- 
ately the needle was deflected in the same direction as if the 
magnet had been formed by either of the two preceding pro- 
cesses (34, 36). Being left in, the needle resumed its first posi- 
tion, and then the magnet being withdrawn the needle was 
deflected in the opposite direction. These effects were not 
great; but by introducing and withdrawing the magnet, so that 
the impulse each time should be added to those previously com- 
municated to the needle, the latter could be made to vibrate 
through an arc of 180° or more. 

40. In this experiment the magnet must not be passed entirely 
through the helix, for then a second action occurs. When the 
magnet is introduced the needle at the galvanometer is deflected 
in a certain direction; but being in, whether it be pushed 
quite through or withdrawn, the needle is deflected in a direc- 
tion the reverse of that previously produced. When the magnet 
is passed in and through at one continuous motion, the needle 
moves one way, is then suddenly stopped, and finally moves 
the other way. 

41. If such a hollow helix as that described (34) be laid 
east and west (or in any other constant position), and a magnet 
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be retained east and west, its marked pole always being one 
way; then whichever end of the helix the magnet goes in at, 
and consequently whichever pole of the magnet enters first, 
still the needle is deflected the same way: on the other hand 
whichever direction is followed in withdrawing the magnet, the 
deflection is constant, but contrary to that due to its entrance. 

42. These effects are simple consequences of the law here- 
after to be described (114). 

43. When the eight elementary helices were made one long 
helix, the effect was not so great as in the arrangement de- 
scribed. When only one of the eight helices was used, the effect 
was also much diminished. All care was taken to guard against 
any direct action of the inducing magnet upon the galvanometer, 
and it was found that by moving the magnet in the same direc- 
tion, and to the same degree on the outside of the helix no 
effect on the needle was produced. 

44. The Royal Society are in possession of a large compound 
magnet formerly belonging to Dr. Gowin Knight, which, by 
permission of the President and Council, I was allowed to use 
in the prosecution of these experiments: it is at present in the 
charge of Mr. Christie, at his house at Woolwich, where, by 
Mr. Christie's kindness, I was at liberty to work; and I have 
to acknowledge my obligations to him for his assistance in all 
the experiments and observations made with it. This magnet 
is composed of about 450 bar magnets, each fifteen inches long, 
one inch wide, and half an inch thick, arranged in a box so as 
to present at one of its extremities two external poles, Fig. 5. 
These poles projected horizontally six inches from the box, were 
each twelve inches high and three inches wide. They wera 
nine inches apart ; and when a soft iron cylinder, three-quarters 
of an inch in diameter and twelve inches long, was put across 
from one to the other, it required a force of nearly one hundred 
pounds to break the contact. The pole to the left in the figure 
is the marked pole.* 

* To avoid any confusion as to the poles of the magnet, I shall desig- 
nate the pole pointing to the north as the marked pole; I may occasionally 
speak of the north and south ends of the needle, but do not mean thereby 
north and south poles. That is by many considered the true north pole of 
a needle which points to the south; but in this country it is often called 
the south pole. 
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45. The indicating galvanometer, in all experiments made 
with this magnet, was about eight feet from it, not directly in 
front of the poles, but about 16° or 17° on one side. It was 
found that on making or breaking the connection of the poles 
by soft iron, the instrument was slightly affected ; but all error 
of observation arising from this cause was easily and care- 
fully avoided. 

46. The electrical effects exhibited by this magnet were very 
striking. When a soft iron cylinder thirteen inches long was 
put through the compound hollow helix, with its ends arranged 
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Fig. 6. 



Fig. 6. 



as two general terminations (39), these connected with the 
galvanometer, and the iron cylinder brought in contact with 
the two poles of the magnet, Fig. 5, so powerful a rush of elec- 
tricity took place that the needle whirled round many times in 
succession.* 

47. Notwithstanding this great power, if the contact were 
continued, the needle resumed its natural position, being en- 
tirely uninfluenced by the position of the helix (30). But on 
breaking the magnetic contact, the needle was whirled round 
in the opposite direction with a force equal to the former. 

48. A piece of copper plate wrapped once round the iron 
cylinder like a socket, but with interposed paper to prevent con- 
tact, had its edges connected with the wires of the galvanometer. 
When the iron was brought in contact with the poles the galva- 
nometer was strongly affected. 

49. Dismissing the helices and sockets, the galvanometer wire 

* A soft iron bar in the form of a lifter to a horseshoe magnet, when 
supplied with a coil of this kind round the middle of It, becomes, by juxta- 
position with a magnet, a ready source of a brief but determinate current 
of electricity. 
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was passed over, and consequently only half round the iron 
cylinder, Fig. 6, but even then a strong effect upon the needle 
was exhibited, when the magnetic contact was made or broken. 

50. As the helix with its iron cylinder was brought towards 
the magnetic poles, but without making contact, still power- 
ful effects were produced. When the helix, without the iron 
cylinder, and consequently containing no metal but copper, was 
approached to, or placed between the poles (44), the needle 
was thrown 80° or 90°, or more, from its natural position. 
The inductive force was, of course, greater, the nearer the 
helix, either with or without its iron cylinder, was brought to 
the poles ; but otherwise the same effects were produced, whether 
the helix, etc., was or was not brought into contact with the 
magnet ; i. e,_, no permanent effect on the galvanometer was pro- 

. duced ; and the effects of approximation and removal were the 
reverse of each other (30). 

51. When a bolt of copper corresponding to the iron cylinder 
was introduced, no greater effect was produced by the helix than 
without it. But when a thick iron wire was substituted, the 
magneto-electric induction was rendered sensibly greater. 

52. The direction of the electric current produced in all these 
experiments with the helix, was the same as that already de- 
scribed (38) as obtained with the weaker bar magnets. 

53. A spiral containing fourteen feet of copper wire, being 
connected with the galvanometer, and approximated directly 
towards the marked pole in the line of its axis, affected the in- 
strument strongly; the current induced in it was in the reverse 
direction to the current theoretically considered by M. Ampere 
as existing in the magnet (38), or as the current in the electro- 
magnet of similar polarity. As the spiral was withdrawn, the 
induced current was reversed. 

54. A similar spiral had the current of eighty pairs of 4-inch 
plates sent through it so as to form an electro-magnet, and then 
the other spiral connected with the galvanometer (53) approx- 
imated to it; the needle vibrated, indicating a current in the 
galvanometer spiral the reverse of that in the battery spiral (18, 
26). On withdrawing the latter spiral the needle passed in the 
opposite direction. 

55. Single wires, approximated in certain directions towards 
the magnetic pole, had currents induced in them. On their 
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removal the currents were inverted. In such experiments the 
wires should not be moved in directions different to those in 
which they were approximated; for then occasionally compli- 
cated and irregular effects are produced, the causes of which will 
be very evident in the fourth part of this paper. 

56. All attempts to obtain chemical effects by the induced 
current of electricity failed, though the precautions before de- 
scribed (22), and all others that could be thought of were em- 
ployed. Neither was any sensation on the tongue, or any con- 
vulsive effect on the limbs of a frog, produced. Nor could 
charcoal or fine wire be ignited (133). But upon repeating 
the experiments more at leisure at the Royal Institution, with 
an armed loadstone belonging to Professor Daniell and capable 
of lifting about thirty pounds, a frog was very powerfully con- 
vulsed each time a magnetic contact was made. At first the 
convulsions could not be obtained on breaking magnetic contact ; 
but conceiving that the deficiency of effect was because of the 
comparative slowness of separation, the latter act was effected by 
a blow, and then the frog was convulsed strongly. The more 
instantaneous the union or disuniotn is effected, the more power- 
ful the convulsion. I thought also I could perceive the sensa- 
tion upon the tongue and the flash before the eyes ; but I could 
obtain no evidence of chemical decomposition. 

57. The various experiments of this section prove, I think, 
most completely the production of electricity from ordinary 
magnetism. That its intensity should be very feeble and quant- 
ity small, cannot be considered wonderful, when it is remem- 
bered that like thermo-electricity it is evolved entirely within the 
substance of metals retaining all their conducting power. But 
an agent which is conducted along the metallic wires in the man- 
ner described; which, whilst so passing possesses the peculiar 
magnetic actions and force of a current of electricity ; which can 
agitate and convulse the limbs of a frog; and which, finally, 
can produce a spark* by its discharge through charcoal (32), 
can only be electricity. As all the effects can be produced by 

♦ For a mode of obtaining the spark from the common magnet which I 
have found effectual, see the PMlosopTiical Magazine for June 1833, p. 5. 
In the same journal for November 1834, Vol. V, p. 349, will be found a 
method of obtaining the magneto-electric spark, still simpler in its prin- 
ciple, the use of soft iron being dispensed with altogether. — Dec. 1888. 
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ferruginous, electro-magnets (34), there is no doubt that ar- 
rangements like the magnets of Professors Moll, Henry, Ten 
Eyke, and others, in which as many as two thousand pounds 
have been lifted, may be used for these experiments; in which 
case not only a brighter spark may be obtained, but wires also 
ignited, and, as the current can pass liquids (23), chemical ac- 
tion be produced. These effects are still more likely to be ob- 
tained when the magneto-electric arrangements to be explained 
in the fourth section are excited by the powers of such apparatus. 

58. The similarity of action, almost amounting to identity, 
between common magnets and either electro-magnets or volta- 
electric currents, is strikingly in accordance with and confirm- 
atory of M. Amp^re^s theory, and furnishes powerful reasons 
for believing that the action is the same in both cases ; but, as 
a distinction in language is still necessary, I propose to call the 
agency thus exerted by ordinary magnets, magneto-electric or 
magnelectric induction (26). 

59. The only difference which powerfully strikes the atten- 
tion as existing between volta-electric and magneto-electric in- 
duction, is the suddenness of the former, and the sensible time 
required by the latter : but even in this early state of investiga- 
tion there are circumstances which seem to indicate, that upon 
further inquiry this difference will, as a philosophical distinc- 
tion, disappear* (68). 

§3. New Electrical State or Condition of Matt erf 

60. Whilst the wire is subject either to volta-electric or mag- 
neto-electric induction, it appears to be in a peculiar state; for 
it resists the formation of an electrical current in it, whereas if 

* For important additional phenomena and developments of the induc- 
tion of electrical currents, see now the ninth series, 1048-1118. — Bee. 1838. 

f This section having been read at the Royal Society and reported upon, 
and having also in consequence of a letter from myself to M. Hachette, been 
noticed at the French Institute, I feel bound to let it stand as part of the 
paper ; but later investigations (intimated 73, 76, 77) of the laws governing 
these phenomena, induce me to think that the latter can be fuUy explained 
without admitting the electro-tonic state. My views on this jwint will 
appear in the second series of these researches. — M. F. 
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in its common condition, such a current would be produced; 
and when left uninfluenced it has the power of originating a cur- 
rent, a power which the wire does not possess under common cir- 
cumstances. This electrical condition of matter has not hither- 
to been recognized, but it probably exerts a very important influ- 
ence in many if not most of the phenomena produced by currents 
of electricity. For reasons which will immediately appear (71), 
I have, after advising with several learned friends, ventured 
to designate it as the electro-tonic state. 

61. This peculiar condition shows no known electrical effects 
whilst it continues; nor have I yet been able to discover any 
peculiar powers exerted, or properties possessed, by matter whilst 
retained in this state. 

62. It shows no reaction by attractive or repulsive powers. 
The various experiments which have been made with powerful 
magnets upon such metals as copper, silver, and generally those 
substances not magnetic, prove this point; for the substances 
experimented upon, if electrical conductors, must have acquired 
this state ; and yet no evidence of attractive or repulsive powers 
has been observed. I have placed copper and silver discs, very 
delicately suspended on torsion balances in vacuo near to the 
poles of very powerful magnets, yet have not been able to observe 
the least attractive or repulsive force. 

63. I have also arranged a fine slip of gold-leaf very near to 
a bar of copper, the two being- in metallic contact by mercury at 
their extremities. These have been placed in vacuo, so that 
metal rods connected with the extremities of the arrangement 
should pass through the sides of the vessel into the air. I have 
then moved powerful magnetic poles, about this arrangement, 
in various directions, the metallic circuit on the outside being 
sometimes completed by wires and sometimes broken. But I 
never could obtain any sensible motion of the gold-leaf, either 
directed to the magnet or towards the collateral bar of copper, 
which must have been, as far as induction was concerned, in a 
similar state to itself. 

64. In some cases it has been supposed that, under such cir- 
cumstances, attractive and repulsive forces have been exhibited, 
{. e,, that such bodies have become slightly magnetic. But the 
phenomena now described, in conjunction with the confidence 
we may reasonably repose in M. Ampere's theory of magnetism, 
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tend to throw doubt on such cases; for if magnetism depend 
upon the attraction of electrical currents, and if the powerful 
currents at first excited, both by volta-electric and magneto- 
electric induction, instantly and naturally cease (12, 28, 47), 
causing at the same time an entire cessation of magnetic effects 
at the galvanometer needle, then there can be little or no expecta- 
tion that any substances not partaking of the peculiar relation 
in which iron, nickel, and one or two other bodies, stand, should 
exhibit magneto-attractive powers. It seems far more probable, 
that the extremely feeble permanent effects observed have been 
due to traces of iron, or perhaps some other unrecognized cause 
not magnetic. 

65. This peculiar condition exerts no retarding or accelerating 
power upon electrical currents passing through metal thus cir- 
cumstanced (20, 33). Neither could any such power upon the 
inducing current itself be detected; for when masses of metal, 
wires, helices, etc., were arranged in all possible ways by the side 
of a wire or helix, carrying a current measured by the galvanom- 
ter (20), not the slightest permanent change in the indication of 
the instrument could be perceived. Metal in the supposed pe- 
culiar state, therefore, conducts electricity in all directions with 
its ordinary facility, or in other words, its conducting power is 
not sensibly altered by it. 

66. All metals take on the peculiar state. This is proved in 
the preceding experiments with copper and iron (9), and with 
gold, silver, tin, lead, zinc, antimony, bismuth, mercury, etc., 
by experiments to be described in the fourth part (132), admit- 
ting of easy application. With regard to iron, the experiments 
prove the thorough and remarkable independence of these phe- 
nomena of induction, and the ordinary magnetical appearances 
of that metal. 

67. This state is altogether the effect of the induction exerted, 
and ceases as soon as the inductive force is removed. It is the 
same state, whether produced by the collateral passage of voltaic 
currents (26), or the formation of a magnet (34, 36), or the 
mere approximation of a magnet (39, 50) ; and is a strong proof 
in addition to those advanced by ^I. Ampere, of the identity of 
the agents concerned in these several operations. It proba- 
bly occurs momentarily, during the passage of the common 
electric spark (24), and may perhaps be obtained hereafter in 
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bad conductors by weak electrical currents or other meang 
(74, 76). 

6S, The state appears to be instantly assumed (12), requiring 
hardly a sensible portion of time for that purpose. The dif- 
ference of time between volta-electric and magneto-electric in- 
duction, rendered evident by the galvanometer (59), may prob- 
ably be thus explained. When a voltaic current is sent through 
one of two parallel wires, as those of the hollow helix (34), a 
current is produced in the other wire, as brief in its continuance 
as the time required for a single action of this kind, and which, 
by experiment, is found to be inappreciably small. This action 
will seem still more instantaneous, because, as there is an accu- 
mulation of power in the poles of the battery before contact, the 
first rush of electricity in the wire of communication is greater 
than that sustained after the contact is completed ; the wire of 
induction becomes at the moment electro-tonic to an equivalent 
degree, which the moment after sinks to the state in which the 
continuous current can sustain it, but in sinking, causes an op- 
posite induced current to that at first produced. The conse- 
quence is, that the first induced wave of electricity more re- 
sembles that from the discharge of an electric jar, than it other- 
wise would do. 

69. But when the iron cylinder is put into the same helix 
(34), previous to the connexion being made with the battery, 
then the current from the latter may be considered as active in 
inducing innumerable currents of a similar kind to itself in the 
iron, rendering it a magnet. This is known by experiment to oc- 
cupy time; for a magnet so formed, even of soft iron, does not 
rise to its fullest intensity in an instant, and it may be because 
the currents within the iron are successive in their formation or 
arrangement. But as the magnet can induce, as well as the 
battery current, the combined action of the two continues to 
evolve induced electricity, until their joint effect is at a maxi- 
mum, and thus the existence of the deflecting force is prolonged 
sufficiently to overcome the inertia of the galvanometer needle. 

70. In all these cases where the helices or wires are advanceed 
towards or taken from the magnet (50, 55), the direct or in- 
verted current of induced electricity continues for the time oc- 
cupied in the advance or recession ; for the electro-tonic state is 
rising to a higher or falling to a lower degree during that time, 
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and the change is accompanied by its corresponding evolution of 
electricity ; but these form no objections to the opinion that the 
electro-tonic state is instantly assumed. 

71. This peculiar state appears to be a state of tension, and 
may be considered as equivalent to a current of electricity, at 
least equal to that produced either when the condition is induced 
or destroyed. The current evolved, however, first or last, is not 
to be considered a measure of the degree of tension to which the 
electro-tonic state has risen; for as the metal retains its con- 
ducting powers unimpaired (65) and as the electricity evolved 
is but for a moment, the peculiar state being instantly assumed 
and lost (68), the electricity which may be led away by long wire 
conductors, offering obstruction in their substance proportionate 
to their small lateral and extensive linear dimensions, can be 
but a very small portion of that really evolved within the mass 
at the moment it assumes this condition. Insulated helices and 
portions of metal instantly assumed the state ; and no traces of 
electricity could be discovered in them, however quickly the con- 
tact with the electrometer was made, after they were put under 
induction, either by the current from the battery or the magnet. 
A single drop of water or a small pieces of moistened paper (23, 
56) was obstacle sufficient to stop the current through the con- 
ductors, the electricity evolved returning to a state of equilib- 
rium through the metal itself, and consequently in an unob- 
served manner. 

72. The tension of this state may therefore be comparatively 
very great. But whether great or small it is hardly conceivable 
that it should exist without exerting a reaction upon the original 
inducing current, and producing equilibrium of some kind. It 
might be anticipated that this would give rise to a retardation of 
the original current; but I have not been able to ascertain that 
this is the case. Neither have I in any other way as yet been 
able to distinguish effects attributable to such a reaction. 

73. All the results favour the notion that the electro-tonic 
state relates to the particles, and not to the mass, of the wire or 
substance under induction, being in that respect different to the 
induction exerted by electricity of tension. If so, that state 
may be assumed in liquids when no electrical current is sensible, 
and even in non-conductors ; the current itself, when it occurs, 
being as it were a contingency due to the existence of conducting 
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power, and the momentary propulsive force exerted by the par- 
ticles during their arrangement. Even when conducting power 
is equal, the currents of electricity, which as yet are the only in- 
dicators of this state, may be unequal, because of differences as 
to number, size, electrical condition, etc., etc., in the particles 
themselves. It will only be after the laws which govern this new 
state are ascertained, that we shall be able to predict what is the 
true condition of, and what are the electrical results obtainable 
from, any particular substance. 

74. The current of electricity which induces the electro-tonic 
state in a neighboring wire, probably induces that state also in 
its own wire ; for when by a current in one wire a collateral wire 
is made electro-tonic, the latter state is not rendered any way 
incompatible or interfering with a current of electricity passing 
through it (62). If, therefore, the current were sent through 
the second wire instead of the first it does not seem probable that 
its inducing action upon the second would be less, but on the 
contrary more, because the distance between the agent and the 
matter acted upon would be very greatly diminished. A copper 
bolt had its extremities connected with a galvanometer, and then 
the poles of a battery of one hundred pairs of plates connected 
with the bolt, so as to send the current through it ; the voltaic 
current was then suddenly broken, and the galvanometer observed 
for any indications of a return current through the copper bolt 
due to the discharge of its supposed electro-tonic state. No ef- 
fect of the kind was obtained, nor indeed, for two reasons, ought 
it to be expected ; for first, as the cessation of induction and the 
discharge of the electro-tonic condition are simultaneous, and 
not successive, the return current would only be equivalent to 
the neutralization of the last portion of the inducing current, 
and would not therefore show any alteration of direction; or 
assuming that time did intervene, and that the latter current 
was really distinct from the former, its short, sudden character 
(12, 26) would prevent it from being thus recognized. 

75. No difficulty arises, I think, in considering the wire thus 
rendered electro-tonic by its own current more than by any ex- 
ternal current, especially when the apparent non-interference of 
that state with currents is considered (62, 71). The simultane- 
ous existence of the conducting and electro-tonic states finds an 
analogy in the manner in which electrical currents can be passed 
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through magnets, where it is found that both the currents 
passed, and those of the magnets, preserve all their properties 
distinct from each other, and exert their mutual actions. 

76. The reason given with regard to metals extends also to 
fluids and all other conductors, and leads to the conclusion that 
when electric currents are passed through them they also as- 
sume the electro-tonic state. Should that prove to be the case 
its influence in voltaic decomposition, and the transference of 
the elements to the poles can hardly be doubted. In the electro- 
tonic state the homogeneous particles of matter appear to have 
assumed a regular but forced electrical arrangement in the 
direction of the current, which, if the matter be undecomposable, 
produces, when relieved, a return current; but in decomposable 
matter this forced state may be sufficient to make an elementary 
particle leave its companion, with which it is in a constrained 
condition, and associate with the neighboring similar particle, in 
relation to which it is in a more natural condition, the forced 
electrical arrangement being itself discharged or relieved, at the 
same time, as effectually as if it had been freed from induction. 
But as the original voltaic current is continued, the electro-tonic 
state may be instantly renewed, producing the forced arrange- 
ment of the compound particles, to be as instantly discharged by 
a transference of the elementary particles of the opposite kind 
in opposite directions, but parallel to the current. Even the dif- 
ferences between common and voltaic electricity, when applied 
to effect chemical decomposition, which Dr. WoUaston has 
pointed out,* seem explicable by the circumstances connected 
with the induction of electricity from these two sources (25). 
But as I have reserved this branch of inquiry, that I might fol- 
low out the investigations contained in the present paper, I re- 
frain (though much tempted) from offering further specula- 
tions. 

\_Four paragraphs are omitted.^ 

§ 4. Explication of Arago's Magnetic Phenomena 

81. If a plate of copper be revolved close to a magnetic needle, 
or magnet, suspended in such a way that the latter may rotate 
in a plane parallel to that of the former, the magnet tends to fol- 
low the motion of the plate ; or if the magnet be revolved, the 
* Philosophical Transactional 1801, p. 247. 
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plate tends to follow its motion; and the effect is so powerful, 
that magnets or plates of many pounds weight may be thus car- 
ried round. If the magnet and plate be at rest relative to each 
other, not the slightest effect, attractive or repulsive, or of any 
kind, can be observed between them (62). This is the phenom- 
enon discovered by M. Arago; and he states that the effect 
takes place not only with all metals, but with solids, liquids, and 
even gases, i.e., with all substances (130). 

82. Mr. Babbage and Sir John Herschel, on conjointly re- 
peating the experiments in this country,* could obtain the ef- 
fects only with the metals, and with carbon in a peculiar state 
(from gas retorts), i. e,, only with excellent conductors of elec- 
tricity. They refer the effect to magnetism induced in the 
plate by the magnet ; the pole of the latter causing an opposite 
pole in the nearest part of the plate, and round this a more 
diffuse polarity of its own kind (120). The essential circum- 
stance in producing the rotation of the suspended magnet is, that 
the substance revolving below it shall acquire and lose its mag- 
netism in sensible time and not instantly (124). This theory 
refers the effect to an attractive force, and is not agreed to by 
the discoverer, M. Arago, nor by M. Ampere, who quote against 
it the absence of all attraction when the magnet and metal are 
at rest (62, 126), although the induced magnetism should still 
remain; and who, from experiments made with a long dipping 
needle conceive the action to be always repulsive (125). 

83. Upon obtaining electricity from magnets by the means 
already described (36, 46), I hoped to make the experiment of 
M. Arago a new source of electricity; and did not despair, by 
reference to terrestrial magneto-electric induction, of being able 
to construct a new electrical machine. Thus stimulated, numer- 
ous experiments were made with the magnet of the Eoyal Society 
at Mr. Christie's house, in all of which I had the advantage of 
his assistance. As many of these in the course of the investiga- 
tion were superseded by more perfect arrangements, I shall con- 
sider myself at liberty to rearrange them in a manner calculated 
to convey most readily what appears to me to be a correct view 
of the nature of the phenomena. 

84. The magnet has been already described (44). To con- 
centrate the poles, and bring them nearer to each other, two iron 

* Philosophical Transactions, 1825, p. 467. 
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or steel bars, each about six or seven inches long, one inch wide, 
and half an inch thick, were put across the poles as in Fig. 7, and 
being supported by twine from slipping, could be placed as near 
to or far from each other as was required. Occasionally two 
bars of soft iron were employed, so bent, that when applied, one 
to each pole, the two smaller resulting poles were vertically over 
each other, either being uppermost at pleasure. 

85. A disc of copper, twelve 
inches in diameter, and about one 
fifth of an inch in thickness, 
fixed upon a brass axis, was mount- 
ed in frames so as to allow of re- 
volution either vertically or hori- 
zontally, its edge being at the same 
time introduced more or less be- 
tween the magnetic poles (Fig. 7). 
The edge of the plate was well 
amalgamated for the purpose of ob- 
taining a good but movable con- 
tact, and a part round the axis was 
also prepared in a similar man- 
ner. 

86. Conductors or electric collectors of copper and lead were 
constructed so as to come in contact with the edge of the copper 
disc (85), or with other forms of plates hereafter to be described 
(101). These conductors were about four inches long, one third 
of an inch wide, and one fifth of an inch thick ; one end of each 
was slightly grooved, to allow of more exact adaptation to the 
somewhat convex edge of the plates, and then amalgamated. 
Copper wires, one sixteenth of an inch in thickness, attached, 
in the ordinary manner, by convolutions to the other ends of 
these conductors, passed away to the galvanometer. 

87. The galvanometer was roughly made, yet sufficiently deli- 
cate in its indications. The wire was of copper covered with 
silk, and made sixteen or eighteen convolutions. Two sewing 
needles were magnetized and fixed on to a stem of dried grass 
parallel to each other, but in opposite directions, and about half 
an inch apart ; this system was suspended by a fibre of unspun 
silk, so that the lower needle should be between the convolutions 
of the multiplier, and the upper above them. The latter was by 
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much the most powerful magnet, and gave terrestrial direction 
to the whole ; Fig. 8 represents the direction of the wire and of 
the needles when the instrument was placed 
in the magnetic meridian: the ends of the 
wires are marked A and B for convenient 
reference hereafter. The letters S and N 
^^^' ^' designate the south and north ends of the 

needle when affected merely by territorial magnetism; the end 
N is therefore the marked pole (44). The whole instrument 
was protected by a glass jar, and stood, as to position and 
distance relative to the large magnet, under the same circum- 
stances as before (45). 

88. All these arrangements being made, the copper disc was 
adjusted as in Fig. 7, the small magnetic poles being about half 
an inch apart, and the edge of the plate inserted about half their 
width between them. One of the galvanometer wires was passed 
twice or thrice loosely round the brass axis of the plate, and the 
other attached to a conductor (86), which itself was retained by 
the hand in contact with the amalgamated edge of the disc at 
the part immediately between the magnetic poles. Under these 
circumstances all was quiescent, and the galvanometer exhibited 
no effect. But the instant the plate moved, the galvanometer 
was influenced, and by revolving the plate quickly the needle 
could be deflected 90° or more. 

89. It was difficult under the circumstances to make the con- 
tact between the conductor and the edge of the revolving disc 
uniformly good and extensive ; it was also difficult in the first 
experiments to obtain a regular velocity of rotation ; both these 
causes tended to retain the needle in a continual state of vibra- 
tion; but no difficulty existed in ascertaining to which side it 
was deflected, or generally, about what line it vibrated. After- 
wards, when the experiments were made more carefully, a per- 
manent deflection of the needle of nearly 45° could be sustained. 

90. Here therefore was demonstrated the production of a 
permanent current of electricity by ordinary magnets (57). 

91. AVhen the motion of the disc was reversed, every other cir- 
cumstance remaining the same, the galvanometer needle was 
deflected with equal power as before ; but the deflection was on 
the opposite side, and the current of electricity evolved, there- 
fore, the reverse of the former. [Six paragraphs are omitted.^ 
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98. All care was taken to render these results independent of 
the earth's magnetism, or of the mutual magnetism of the mag- 
net and galvanometer needles. The contacts were made in the 
magnetic equator of the plate, and at other parts ; the plate was 
placed horizontally, and the poles vertically; and other precau- 
tions were taken. But the absence of any interference of the 
kind referred to, was readily shown by the want of all effect 
when the disc was removed from the poles, or the poles from the 
disc; every other circumstance remaining the same. 

99. The relation of the current of electricity produced, to the 
magnetic pole, to the direction of rotation of the plate, etc., 
etc., may be expressed by saying, that when the unmarked pole 
(44, 84) is beneath the edge of the plate, and the latter revolves 
horizontally, screw-fashion, the electricity which can be collected 
at the edge of the plate nearest to the pole is positive. As the 
pole of the earth may be mentally considered as the unmarked 
pole, this relation of the rotation, the pole, and the electricity 
evolved, is not difficult to remember. Or if, in Fig. 15, the 
circle represent the copper disc revolving in the direction of the 
arrows, and a the outline, of the unmarked pole placed beneath 
the plate, then the electricity collected at b and the neighboring 
parts is positive, whilst that collected at the centre c and other 
parts is negative (88). The currents in the plates are therefore 
from the centre by the magnetic poles towards the circum- 
ference. 

[One paragraph is omitted.'] 

101. It is now evident that the rotating plate is merely an- 
other form of the simpler experiment of passing a piece of metal 
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Fig. 16. 



Fig. 15. 



between the magnetic poles in a rectilinear direction, and that 
in such cases currents of electricity are produced at right angles 
to the direction of the motion, and crossing it at the place of the 
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magnetic pole or poles. This was sufficiently shown by the fol- 
lowing simple experiment : A piece of copper plate one-fifth of 
an inch thick, one inch and a half wide, and twelve inches long, 
being amalgamated at the edges, was placed between the mag- 
netic poles, whilst the two conductors from the galvanometer 
were held in contact with its edges ; it was then drawn through 
between the poles of the conductors in the direction of the arrow. 
Fig. 16 ; immediately the galvanometer needle was deflected, its 
north or marked end was passed eastward, indicating that the 
wire A received negative and the wire B positive electricity ; and 
as the marked pole was above, the result is in perfect accordance 
with the effect obtained by the rotatory plate (99). 

102. On reversing the motion of the plate, the needle at the 
galvanometer was deflected in the opposite direction, showing 
an opposite current. 

[Six paragraphs are omitted,^ 

109. When a mere wire, connected with the galvanometer so 
as to form a complete circuit, was passed through between the 
poles, the galvanometer was affected; and upon moving the 
wire to and fro, so as to make the alternate impulses produced 
correspond with the vibrations of the needle, the latter could 
be increased to 20° or 30° on each side of the magnetic meridian. 

110. Upon connecting the ends of a plate of metal with the 
galvanometer wires, and then carrying it between the poles from 
end to end (as in Fig. 23), in either direction, no effect what- 



C' 
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Fig. 24. 



Fig. 23. 



ever was produced upon the galvanometer. But the moment 
the motion became transverse, the needle was deflected. 

111. These effects were also obtained from electro-magnetic 
poles, resulting from the use of copper helices or spirals, either 
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alone or with iron cores (34, 54). The directions of the 
motions were precisely the same; but the action was much 
greater when the iron cores were used than without. 
[Two paragraphs are omitted,'] 

114. The relation which holds between the magnetic pole, the 
moving wire or metal, and the direction of the current evolved, 
i. e,, the law which governs the evolution of electricity by mag- 
neto-electric induction, is very simple, though rather difficult to 
express. If in Fig. 24 PN represent a horizontal wire passing 
by a marked magnetic pole, so that the direction of its motion 
shall coincide with the curved line proceeding from below up- 
wards ; or if its motion parallel to itself be in a line tangential 
to the curved line, but in the general direction of the arrows ; or 
if it pass the pole in other directions, but so as to cut the mag- 
netic curves* in the same general direction, or on the same side 
as they would be cut by the wire if moving along the dotted 
curved line ; — then the current of electricity in the wire is from 
P to N. If it be carried in the reverse directions, the electric 
current will be from N to P. Or if the wire be in the vertical 
position, figured P'N', and it be carried in similar directions 
coinciding with the dotted horizontal curve so far as to cut the 
magnetic curves on the same side with it, the current will be 
from P' to N'. If the wire be considered a tangent to the curved 
surface of the cylindrical magnet, and it be carried round that 
surface into any other position, or if the magnet itself be re- 
volved on its axis, so as to bring any part opposite to the tan- 
gential wire, — still, if afterwards, the wire be moved in the di- 
rections indicated, the current of electricity will be from P 
to N; or if it be moved in the opposite direction from N to 
P; so, that as regards the motions of the wire past the pole, 
they may be reduced to two, directly opposite to each other, one 
of which produces a current from P to N, and the other from 
isr to P. 

115. The same holds true of the unmarked pole of the magnet, 
except that if it be substituted for the one in the figure, then, 
as the wires are moved in the direction of the arrows, the cur- 

* By magnetic curves I mean the lines of magnetic forces, however 
modified by the juxtaposition of poles, which would be depicted by iron 
filings; or those to which a very small magnetic needle would form a 
tangent. 
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rent of electricity would be from N to P, and when they move 
in the reverse direction from P to N. 

116. Hence the current of electricity which is excited in the 
metal when moving in the neighborhood of a magnet, depends 
for its direction altogether upon the relation of the metal to the 
resultant of magnetic action, or to the magnetic curves, and may 




Fig. 25. 

be expressed in a popular way, thus: Let AB (Fig. 25) represent 
a cylinder magnet, A being the marked pole, and B the un- 
marked pole; let PN be a silver knife-blade resting across the 
magnet with its edge upward, and with its marked or notched 
side toward the pole A; then in whatever direction or position 
this knife be moved edge foremost, either about the marked or 
the unmarked pole, the current of electricity produced will be 
from P to N, provided the intersected curves proceeding from A 
abut upon the notched surface of the knife, and those from B 
upon the unnotched side. Or if the knife be moved with its 
back foremost, the current will be from N to P in every possible 
position and direction, provided the intersected curves abut on 
the samfe surface as before. A little model is easily constructed, 
by using a cylinder of wood for a magnet, a flat piece for the 
blade, and a piece of thread connecting one end of the cylinder 
with the other, and passing through a hole in the blade, for the 
magnetic curves: this readily gives the result of any possible 
direction. 

[Thirty-two paragraphs are omitted.'] 



35 

Digitized by LjOOQ IC 



Digitized by LjOOQ IC 



Experimental Researches in Electricity 
By MICHAEL FARADAY 
Second Series 



Digitized by LjOOQ IC 



CONTENTS 

PAGE 

5. Terrestrial Magneto-Electric hiduction .... .89 

6. Force and Direction of Magneto-Electric Induction 

Generally 41 



Digitized by LjOOQ IC 



SECOND SERIES 



The Bakerian Lecture 



§ 5. Terrestrial Magneto-Electric Induction. § 6. Force 
AND Direction of Magneto-Electric Induction Generally 

Rigad Jan. 12, 1883 

§ 6. Terrestrial Magneto-Electric Induction 

149. Guided by the law already expressed (114), I expected 
that all the electric phenomena of the revolving metal plate could 
now be produced without any other magnet than the earth. The 
plate so often referred to (85) was therefore fixed so as to rotate 
in a horizontal plane. The magnetic curves of the earth (114, 
note), i, e., the dip, passes through this plane at angles of about 
70°, which it was expected would be an approximation to per- 
pendicularity, quite enough to allow of magneto-electric induc- 
tion sufficiently powerful to produce a current of electricity. 

150. Upon rotation of the plate, the currents ought, according 
to the law (114, 121), to tend to pass in the direction of the 
radii, through all parts of the plate, either from the centre to 
the circumference, or from the circumference to the centre, as 
the direction of the rotation of the plate was one way or the 
other. One of the wires of the galvanometer was therefore 
brought in contact with the axis of the plate, and the other at- 
tached to a leaden collector or conductor (86), which itself was 
placed against the amalgamated edge of the disc. On rotating 
the plate there was a distinct effect at the galvanometer needle ; 
on reversing the rotation, the needle went in the opposite direc- 
tion; and by making the action of the plate coincide with the 
vibrations of the needle, the arc through which the latter passed 
soon extended to half a circle. [Eight sections are omitted.'] 

159. I have rather, however, been desirous of discovering new 
facts and new relations dependent upon magneto-electric induc- 
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tion, than that of exalting the force of those already obtained; 
being assured that the latter would find their full development 
hereafter. [Eleven sections are omitted.^ 

171. A piece of common copper wire, about eight feet long, 
and one twentieth of an inch in thickness, had one of its ends 
fastened to one of the terminations of the galvanometer wire, 
and the other end to the other termination; thus it formed an 
endless continuation of the galvanometer wire: it was then 
roughly adjusted into the shape of a rectangle, or rather of a 

loop, the upper part of which 
could be carried to and fro over 
the galvanometer, whilst the 
lower part, and the galvanometer 
attached to it, remained steady 
(Fig. 30). Upon moving this 
loop over the galvanometer from 
right to left, the magnetic needle 
was immediately deflected; upon 
passing the loop back again, the 

needle passed in the contrary direction to what it did before; 

upon repeating these motions of the loop in accordance with the 

vibrations of the needle (39), the latter soon swung throiigh 90° 

or more. 

172. The relation of the current of electricity produced in 
the wire, to its motion, may be understood by supposing the 
convolutions of the galvanometer away, and the wire arranged as 
a rectangle, with its lower edge horizontal and in the plane of 
the magnetic meridian, and a magnetic needle suspended above 
and over the middle part of this edge, and directed by the earth 
(Fig. 30). On passing the upper part of the rectangle from west 
to east in the position represented by the dotted line, the marked 
pole of the magnetic needle went west ; the electric current was 
therefore from north to south in the part of the wire passing 
under the needle, and from south to north in the moving or 
upper part of the parallelogram. On passing the upper part of 
the rectangle from east to west over the galvanometer, the marked 
pole of the needle went east, and the current of electricity was 
therefore the reverse of the former. 

173. When the rectangle was arranged in a plane east and west, 
and the magnetic needle made parallel to it, either by the torsion 
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of its suspension thread or the action of a magnet, still the gen- 
eral effects were the same. On moving the upper part of the 
rectangle from north to south, the marked pole of the needle went 
north; when the wire was moved in the opposite direction, the 
marked pole went south. The same effect took place when 
the motion of the wire was in any other azimuth of the line of 
dip ; the direction of the current always being conformable to the 
law formerly expressed (114), and also to the directions ob- 
tained with the rotating ball (164). 

174. In these experiments it is not necessary to move the 
galvanometer or needle from its first position. It is quite suf- 
ficient if the wire of the rectangle is distorted where it leaves 
• the instrument, and bent so as to allow the moving upper part 
to travel in the desired direction. [Five sections are omitted,'] 

180. The facility with which electric currents are produced 
in metals when moving under the influence of magnets, suggests 
that henceforth precautions should always be taken, in experi- 
ments upon metals and magnets, to guard against such effects. 
Considering the universality of the magnetic influence of the 
earth, it is a consequence which appears very extraordinary to 
the mind, that scarcely any piece of metal can be moved in con- 
tact with others, either at rest, or in motion with different ve- 
locities or in varying directions, without an electric current 
existing within them. It is probable that amongst arrangements 
of steam engines and metal machinery, some curious accidental 
magneto-electric combinations may be found, producing effects 
which have never been observed, or, if noticed, have never as yet 
been understood. [Twelve sections are omitted,] 

§ 6. General Remarks and Illustrations of the Force and Direc- 
tion of Magneto-Electric Induction 

[Eleven sections are omitted,] 

204. Experiments are therefore made in which different met- 
als insulated from each other were passed between the poles of the 
magnet, their opposite ends being connected with the same 
end of the galvanometer wire, so that the currents formed and 
led away to the galvanometer should oppose each other; and 
when considerable lengths of different wires were used, feeble 
deflections were obtained. 
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205. To obtain perfectly satisfactory results a new galvanom- 
eter was constructed, consisting of two independent coils, each 
containing eighteen feet of silked copper wire. These coils 
were exactly alike in shape and number of turns, and were 
fixed side by side with a small interval between them, in which 
a double needle could be hung by a fibre of silk exactly as in 
the former instrument (87). The coils may be distinguished 
by the letters K L, and when electrical currents were sent through 
them in the same direction, acted upon the needle with the sum 
of their powers; when in opposite directions, with the differ- 
ence of their powers. 

206. The compound helix (199.8.) was now connected, the 
ends A and B of the iron with A and B ends of galvanometer coil' 
K, and the ends A and B of the copper with B and A ends of 
galvanometer coil L, so that the currents excited in the two hel- 
ices, should pass in opposite directions through the coils K and 
L. On introducing a small cylinder magnet within the helices, 
the galvanometer needle was powerfully deflected. On disunit- 
ing the iron helix, the magnet caused with the copper helix 
alone still stronger deflection in the same direction. On re- 
uniting the iron helix, and unconnecting the copper helix, the 
magnet caused a moderate deflection in the contrary direction. 
Thus it was evident that the electric current induced by a mag- 
net in a copper wire was far more powerful than the current 
induced by the same magnet in an equal iron wire. 

207. To prevent any error that might arise from the greater 
influence, from vicinity or other circumstances, of one coil on 
the needle beyond that of the other, the iron and copper ter- 
minations were changed relative to the galvanometer coils K Li, 
so that the one which before carried the current from the copper 
now conveyed that from the iron, and vice versa. But the 
same striking superiority of the copper was manifested as before. 
This precaution was taken in the rest of the experiments with 
other metals to be described. 

208. I then had wires of iron, zinc, copper, tin, and lead, 
drawn to the same diameter (very nearly one-twentieth of an 
inch), and I compared exactly equal lengths, namely, sixteen 
feet, of each in pairs in the following manner : The ends of the 
copper wire were connected with the ends A and B of galvanom- 
eter coil K, and the ends of the zinc wire with the terminations 
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A and B of the galvanometer coil L. The middle part of each 
wire was then coiled six times round a cylinder of soft iron cov- 
ered with paper, long enough to connect the 
poles of DanielFs horseshoe magnet (50), 
(Fig. 33), so that similar helices of copper 
and zinc, each of six turns, surrounded the 
bar at two places equidistant from each 
other and from the poles of the magnet ; but 
these helices were purposely arranged so as 
to be in contrary directions, and therefore 
Fig. 83. send contrary currents through the gal- 

vanometer coils K and L. 

209. On making and breaking contact between the soft iron 
bar and the poles of the magnet, the galvanometer was strongly 
affected ; on detaching the zinc it was still more strongly affected 
in the same direction. On taking all the precautions before al- 
luded to (207), with others, it was abundantly proved that the 
current induced by the magnet in copper was far more powerful 
than in zinc. 

210. The copper was then compared in a similar manner with 
tin, lead, and iron, and surpassed them all, even more than 
it did zinc. The zinc was then compared' experimentally with 
the tin, lead and iron and found to produce a more powerful 
current than any of them. Iron in the same manner proved 
superior to tin and lead. Tin came next, and lead the last. 

211. Thus the order of these metals is copper, zinc, iron, tin 
and lead. It is exactly their order with respect to conducting 
power for electricity, and, with the exception of iron, is the order 
presented by the magneto-rotation experiments by Messrs. Bab- 
bage, Herschel, Harris, &c. The iron has additional power in 
the latter kind of experiments, because of its ordinary magnetic 
relations, and its place relative to magneto-electric action of the 
kind now under investigation cannot be ascertained by such 
trials. In the manner above described it may be correctly ascer- 
tained.* 

* Mr. Christie, who being appointed reporter upon this paper, had it in 
his hands before it was complete, felt the difficulty (202) ; and to satisfy his 
mind, made experiments upon iron and copper with the large magnet (44) 
and came to the same conclusions as I have arrived at. The two sets of 
experiments were perfectly independent of each other, neither of us being 
aware of the other's proceedings. 
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212. It must still be observed that in these experiments the 
whole effect between different metals is not obtained; for of 
the thirty-four feet of wire included in each circuit, eighteen 
feet are copper in both, being the wire of the galvanometer coils ; 
and as the whole circuit is concerned in the resulting force of 
the current, this circumstance must tend to diminish the differ- 
ence which would appear between the metals if the circuits were 
of the same substances throughout. In the present case the 
difference obtained is probably not more than a half of that which 
would be given if the whole of each circuit were of one metal. 

213. These results tend to prove that the currents produced by 
magneto-electric induction in bodies are proportional to their 
conducting power. That they are exactly proportional to and 
altogether dependent upon the conducting power, is, I think, 
proved by the perfect neutrality displayed when two metals or 
other substances, as acid, water, etc., etc. (201, 186), are opposed 
to each other in their action. The feeble current which tends to 
be produced in the worse conductor, has its transmission fa- 
vored in the better conductor, and the stronger current which 
tends to form in the latter has its intensity diminished by the 
obstruction of the former, and the forces of generation and ob- 
struction are so perfectly balanced as to neutralize each other 
exactly. Now as the obstruction is inversely as the conducting 
power, the tendency to generate a current must be directly as that 
power to produce this perfect equilibrium. 

214. The cause of the equality of action under the various 
circumstances described, where great extent of wire (183) or 
wire and water (184) were connected together, which yet pro- 
duced such different effects upon the magnet, is now evident 
and simple. 

215. The effects of a rotating substance upon a needle or 
magnet ought, where ordinary magnetism has no influence, to be 
directly as the conducting power of the substance ; and I venture 
now to predict that such will be found to be the case ; and that 
in all those instances where non-conductors have been supposed 
to exhibit this peculiar influence, the motion has been due to 
some interfering cause of an ordinary kind ; as mechanical com- 
munication of motion through the parts of the apparatus or 
otherwise (as in the case Mr. Harris has pointed out*) ; or else 

* Philosophwal Transactions, 1831, p. 68. 
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to ordinary magnetic attractions. To distinguish the effects of 
the latter from those of the induced electric currents^ I have 
been able to devise a most perfect test, which shall be almost im- 
mediately described (243). 

216. There is every reaso];i to believe that the magnet or mag- 
netic needle will become an excellent measure of the conducting 
power of substances rotated near it ; for I have found by careful 
experiment, that when a constant current of electricity was 
sent successively through a series of wires of copper, platina, 
zinc, silver, lead, and tin, drawTi to the same diameter, the de- 
flection of the needle was exactly equal by them all. It must be 
remembered that when bodies are rotated in a horizontal plane, 
the magnetism of the earth is active upon them. As the effect 
is general to the whole of the plate, it may not interfere in 
these cases; but in some experiments and calculations may be- 
of important consequence. 



217. Another point which I endeavored to ascertain, was, 
whether it was essential or not that the moving part of the wire 
should, in cutting the magnetic curves, pass into positions of 
greater or lesser magnetic force ; or whether, always intersecting 
curves of equal magnetic intensity, the mere motion was suf- 
ficient for the production of the current. That the latter is true, 
has been proved already in several of the experiments on terres- 
trial magneto-electric induction. Thus the electricity evolved 
from the copper plate (149), the currents produced in the ro- 
tating globe (161, etc.), and those passing through the moving 
wire (171), are all produced under circumstances in which the 
magnetic force could not but be the same during the whole 
experiments. 

218. To prove the point with an ordinary magnet, a copper 
disc was cemented upon the end of a cylinder magnet, with 
paper intervening; the magnet and disc were rotated together, 
and collectors (attached to the galvanometer) brought in contact 
with the circumference and the central part of the copper plate. 
The galvanometer needle moved as in former cases, and the 
direction of motion was the same as that which would have re- 
sulted, if the copper only had revolved, and the magnet been 
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fixed. Neither was there any apparent difference in the quan- 
tity of deflection. Hence, rotating the magnet causes no differ- 
ence in the results ; for a rotatory and a stationary magnet pro- 
duce the same effect upon the moving copper. 

219. A copper cylinder, closed at one extremity, was then put 
over the magnet, one half of which it inclosed like a cap; it 
was firmly fixed, and prevented from touching the magnet any- 
where by interposed paper. The arrangement was then floated 
in a narrow jar of mercury, so that the lower edge of the copper 
cylinder touched the fluid metal ; one wire of the galvanometer 
dipped into this mercury, and the other into a little cavity in 
the centre of the end of the copper cap. Upon rotating the 
magnet and its attached cylinder, abundance of electricity passed 
through the galvanometer, and in the same direction as if the 
cylinder had rotated only, the magnet being still. The results, 
therefore, were the same as those with the disc (218). 

220. That the metal of the magnet itself might be substituted 
for the moving cylinder, disc, or wire, seemed an inevitable con- 
sequence, and yet one which would exhibit the effects of mag- 
neto-electric induction in a striking form. A cylinder magnet 
had therefore a little hole made in the centre of each end to re- 
ceive a drop of mercury, and was then floated pole upwards in 
the same metal contained in a narrow jar. One wire from the 
galvanometer dipped into the mercury of the jar, and the other 
into the drop contained in the hole at the upper extremity of the 
axis. The magnet was then revolved by a piece of string 
passed round it, and the galvanometer needle immediately indi- 
cated a powerful current of electricity. On reversing the order 
of rotation, the electrical current was reversed. The direction of 
the electricity was the same as if the copper cylinder (219) or 
a copper wire had revolved round the fixed magnet in the same 
direction as that which the magnet itself had followed. Thus 
a singular independence of the magnetism and the bar in which 
it resides is. rendered evident. 

221. In the above experiment the mercury reached about half 
way up the magnet ; but when its quantity was increased until 
within one-eighth of an inch of the top, or diminished until 
equally near the bottom, still the same effects and the same 
direction of electrical current was obtained. But in those ex- 
treme proportions the effect did not appear so strong as when 
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the surface of the mercury was about the middle, or between 
that and an inch from each end. The magnet was eight inches 
and a half long, and three-quarters of an inch in diameter. 

222. Upon inversion of the magnet, and causing rotation in 
the same direction, t. e., always screw or always unscrew, then 
a contrary current of electricity was produced. But when the 
motion of the magnet was continued in a direction constant in 
relation to its own axis, then electricity of the same kind was 
collected at both poles, and the opposite electricity at the equator 
or in its neighborhood, or in the parts corresponding to it. If 
the magnet be held parallel to the axis of the earth, with its un- 
marked pole directed to the pole star, and then rotated so that 
the parts at its southern side pass from west to east in conformity 
to the motion of the earth ; then positive electricity may be col- 
lected at the extremities of the magnet, and negative electricity 
at or about the middle of its mass. 

223. When the galvanometer was very sensible, the mere 
spinning of the magnet in the air, whilst one of the galvanom- 
eter wires touched the extremity, and the other the equatorial 
parts, was sufficient to evolve a current of electricity and deflect 
the needle. 

224. Experiments were then made with a similar magnet, 
for the purpose of ascertaining whether any return of the elec- 
tric current could occur at the central or axial parts, they having 
the same angular velocity of rotation as the other parts (259) ; 
the belief being that it could not. 

225. A cylinder magnet, seven inches in length, and three- 
quarters of an inch in diameter, had a hole pierced in the di- 
rection of its axis from one extremity, a quarter of an inch 
in diameter, and three inches deep. A copper cylinder sur- 
rounded by paper and amalgamated at both extremities, was in- 
troduced so as to be in metallic contact at the bottom of the 
hole, by a little mercury, with the middle of the magnet; insu- 
lated at the sides by the paper; and projecting about a quarter 
of an inch above the end of the steel. A quill was put over the 
copper rod, which reached to the paper, and formed a cup to 
receive mercury for the completion of the circuit. A high paper 
edge was also raised round that end of the magnet and mercury 
put within it, which, however, had no metallic connection with 
that in the quill, except through the magnet itself and the copper 
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rod (Fig. 34). The wires A and B from the galvanometer were 
dipped into these two portions of mercury ; any current through 
them could, therefore, only pass down the magnet towards its 
equatorial parts, and then up the copper rod; or vice versa. 

226. When thus arranged and rotated screw fashion, the 
marked end of the galvanometer needle went west, indicating 
that there was a current through the instrument from A to B, 
and consequently from B through the magnet and copper rod to 
A (Fig. 34). 

227. The magnet was then put into a jar of mercury (Fig. 
35) as before (219) ; the wire A left in contact with the copper 
axis, but the wire B dipped in the mercury of the jar, and 
therefore in metallic communication with the equatorial parts 





A 



Fig. 34. 



Fig. 35. 



Fig. 36. 



of the magnet instead of its polar extremity. On revolving the 
magnet screw fashion, the galvanometer needle was deflected 
in the same direction as before, but far more powerfully. Yet 
it is evident that the parts of the magnet from the equator to 
the pole were out of the electric circuit. 

• 228. Then the wire A was connected with the mercury on the 
extremity of the magnet, the wire B still remaining in con- 
tact with that in the jar (Fig. 36), so that the copper axis was 
altogether out of the circuit. The magnet was again revolved 
screw fashion, and again caused the same deflection of the needle, 
the current being as strong as it was in the last trial (227), and 
much stronger than at first (226). 
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229. Hence it is evident that there is no discharge of the 
current at the centre of the magnet, for the current, now freely 
evolved, is up through the magnet; but in the first experiment 
(226) it viras down. In fact, at that time, it was only the part 
of the moving metal equal to a little disc extending from the 
end of the wire B in the mercury to the wire A that was efficient, 
i, e., moving with a different angular velocity to the rest of the 
circuit (258) ; and for that portion the direction of the current 
is consistent with the other results. 

230. In the two after-experiments, the lateral parts of the 
magnet or of the copper rod are those which move relative to 
the other parts of the circuit, i. e,, the galvanometer wires ; and 
being more extensive, intersecting more curves, or moving with 
more velocity, produce the greater effect. For the discal part, 
the direction of the induced electric current is the same in all, 
namely, from the circumference towards the centre. 



231. The law under which the induced electric current ex- 
cited in bodies moving relatively to magnets, is made dependent 
on the intersection of the magnetic curves by the metal (114) 
being thus rendered more precise and definite (217, 220, 224), 
seems now even to apply to the cause in the first section of the 
former paper (26) ; and by rendering a perfect reason for the 
effects produced, take away any for supposing that peculiar 
condition, which I ventured to call the electro-tonic state (60). 

232. When an electrical current is passed through a wire, 
that wire is surrounded at every part by magnetic curves, dimin- 
ishing in intensity according to their distance from the wire, 
and which in idea may be likened to rings situated in planes per- 
pendicular to the wire or rather to the electric current within 
it. These curves, although different in form, are perfectly an- 
alogous to those existing between two contrary magnetic poles 
opposed to each other; and when a second wire, parallel to that 
which carries the current, is made to approach the latter (18), 
it passes through magnetic curves exactly of the same kind as 
those it would intersect when carried between opposite magnetic 
poles (109) in one direction; and as it recedes from the inducing 
wire, it cuts the curves around it in the same manner that it 
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would do those between the same poles if moved in the other 
direction. 

233. If the wire NP (Fig. 40) have an electric current passed 
through it in the direction from P to N, then the dotted ring 
may represent a magnetic curve round it, and it is in such a 



T 



i /^^ 



N= 



± 



u 



Fig. 40. Fig. 41. 




direction that if small magnetic needles be placed as tangents 
to it, they will become arranged as in the figure, n and s indicat- 
ing north and south ends (44, note). 

234. But if the current of electricity were made to cease for 
a while, and magnetic poles were used instead to give direction 
to the needles, and make them take the same position as when 
under the influence of the current, then they must be arranged 
as at Fig. 41 ; the marked and unmarked poles ah above the wire, 
being in opposite directions to those a'b' below. In such a posi- 
tion, therefore, the magnetic curves between the poles ah and 
a'y have the same general direction with the corresponding parts 
of the ring magnetic curve surrounding the wire NP carrying an 
electric current. 

235. If the second wire pn (Fig. 40) be now brought towards 
the principal wire, carrying a current, it will cut an infinity of 
magnetic curves, similar in direction to that figured, and con- 
sequently similar in direction to those between the poles ah of 
the magnets (Fig. 41), and it will intersect these current curves 
in the same manner as it would the magnet curves, if it passed 
from above between the poles downwards. Now, such an inter- 
section would, with the magnets, induce an electric current in 
the wire from ^ to n (114) ; and, therefore, as the curves are 
alike in arrangement, the same effect ought to result from the 
intersection of the magnetic curves dependent on the current in 
the wire NP • and such is the case, for on approximation the iu- 
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duced current is in the opposite direction to the principal cur- 
rent (19). 

236. If the wire p'n' be carried up from below, it will pass in 
the opposite direction between the magnetic poles ; but then also 
the magnetic poles themselves are reversed (Fig. 41), and the 
induced current is therefore (114) still in the same direction as 
before. It is also, for equally sufficient and evident reasons, in 
the same direction, if produced by the influence of the curves 
dependent upon the wire. 

237. When the second wire is retained at rest in the vicinity 
of the principal wire, no current is induced through it, for it is 
intersecting no magnetic curves. When it is removed from the 
principal wire, it intersects the curves in the opposite direction 
to what it did before (235) ; and a current in the opposite direc- 
tion is induced, which therefore corresponds with the direction 
of the principal current (19). The same effect would take 
place if by inverting the direction of motion of the wire in pass- 
ing between either set of poles (Fig. 41), it were made to inter- 
sect the curves there existing in the opposite direction to what 
it did before. 

238. In the first experiments (10, 13), the inducing wire and 
that under induction were arranged at a fixed distance from 
each other, and then an electric current sent through the former. 
In such cases the magnetic curves themselves must be considered 
as moving (if I may use the expression) across the wire under 
induction, from the moment at which they begin to be developed 
until the magnetic force of the current is at its utmost ; expand- 
ing as it were from the wire outwards, and consequently being 
in the same relation to the fixed wire under induction, as if it 
had moved in the opposite direction across them, or towards the 
wire carrying the current. Hence the first current induced in 
such cases was in the contrary direction to the principal current 
(17, 235) . On breaking the battery contact, the magnetic curves 
(which are mere expressions for arranged magnetic forces) may 
be conceived as contracting upon and returning towards the fail- 
ing electrical current, and therefore move in the opposite direc- 
tion across the wire, and cause an opposite induced current to the 
first. 

239. When, in experiments with ordinary magnets, the latter, 
in place of being moved past the wires, were actually made near 
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them (27, 36), then a similar progressive development of the 
magnetic curves may be considered as having taken place, pro- 
ducing the effects which would have occurred by motion of the 
wires in one direction; the destruction of the magnetic power 
corresponds to the motion of the wire in the opposite direction. 

240. If, instead of intersecting the magnetic curves of a 
straight wire carrying a current, by approximating or removing 
a second wire (235), a revolving plate be used, being placed for 
that purpose near the wire, and, as it were, amongst the magnetic 
curves, then it ought to have continuous electric currents in- 
duced within it ; and if a line joining the wire with the centre of 
the plate were perpendicular to both, then the induced current 
ought to be, according to the law (114), directly across the plate, 
from one side to the other, and at right angles to the direction of 
the inducing current. 

241. A single metallic wire one-twentieth of an inch in diam- 
eter had an electric current passed through it, and a small copper 
disc one inch and a half in diameter revolved near to and under, 
but not in actual contact with it (Fig. 39). Collectors were 

then applied at the opposite edges 

A V of the disc, and the wires from them 

Jk connected with the galvanometer. 

^ ^^—7 N As the disc revolved in one direc- 

g U tion, the needle was deflected on 

p,Q gg one side ; and when the direction of 

revolution was reversed, the needle 
was inclined on the other side, in accordance with the results 
anticipated. 

242. Thus the reasons which induce me to suppose a particular 
state in the wire (60) have disappeared; and though it still 
seems to me unlikely that a wire at rest in the neighborhood of 
another carrying a powerful electric current is entirely indif- 
ferent to it, yet I am not aware of any distinct facts which 
authorize the conclusion that it is in a particular state. 



243. In considering the nature of the cause assigned in these 
papers to account for the mutual influence of magnets and mov- 
ing metals (120), and comparing it with that heretofore ad- 
mitted, namely, the induction of a feeble magnetism like that 
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produced in iron, it occurred to me that a most decisive experi- 
mental test of the two views could be applied (215). 

244. No other known power has like direction with that ex- 
erted between an electric current and a magnetic pole; it is 
tangential, while all other forces, acting at a distance, are direct. 
Hence, if a magnetic pole on one side of a revolving plate fol- 
lows its course by reason of its obedience to the tangential force 
exerted upon it by the very current of electricity which it has 
itself caused, a similar pole on the opposite side of the plate 
should immediately set it free from this force; for the currents 
which tend to be formed by the action of the two poles are in 
opposite directions; or, rather, no current tends to be formed, 
or no magnetic curves are intersected (114) ; and therefore the 
magnet should remain at rest. On the contrary, if the action of 
a north magnetic pole were to produce a southness in the nearest 
part of the copper plate, and a diffuse northness elsewhere (82), 
as is really the case with iron, then the use of another north pole 
on the opposite side of the same part of the plate should double 
the effect instead of destroying it, and double the tendency of 
the first magnet to move with the plate. 

245. A thick copper plate (85) was therefore fixed on a ver- 
tical axis, a bar magnet was suspended by a plaited silk cord, so 
that its marked pole hung over the edge of the plate, and a 
sheet of paper being interposed, the plate was revolved; imme- 
diately the magnetic pole obeyed its motion and passed off in the 
same direction. A second magnet of equal size and strength was 
then attached to the first, so that its marked pole should hang 
beneath the edge of the copper plate in a corresponding position 
to that above, and at an equal distance (Fig. 37). Th^n a pa- 
per sheath or screen being interposed as before, and the plate 
revolved, the poles were found entirely indifferent to its motion, 
although either of them alone would have followed the course 
of rotation. 

246. On turning one magnet round, so that opposite poles 
were on each side of the plate, then the mutual action of the 
poles and the moving metal was a maximum. 

247. On suspending one magnet so that its axis was level 
with the plate, and either pole opposite its edge, the revolution of 
the plate caused no motion of the magnet. The electrical cur- 
rents dependent upon induction would now tend to be produced 
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in a vertical direction across the thickness of the plate, but could 
not be so discharged, or at least only to so slight a degree as to 
leave all effects insensible; but ordinary magnetic induction, 
or that on an iron plate, would be equally if not more powerfully 
developed in such a position (251). 

248. Then with regard to the production of electricity in these 
cases : — whenever motion was communicated by the plate to the 
magnets, currents existed; when it was not communicated they 
ceased. A marked pole of a large bar magnet was put under the 
edge of the plate; collectors (86) applied at the axis and edge 
of the plate as on former occasions (Fig. 38), and these con- 
nected with the galvanometer; when the plate was revolved, 
abundance of electricity passed to the instrument. The un- 





FlG. 37. 



Fig. 3S. 



marked pole of a similar magnet was then put over the place of 
the former pole, so that contrary poles were above and below ; on 
revolving the plate, the electricity was more powerful than be- 
fore. The latter magnet was then turned end for end, so that 
marked poles were both above and below the plate, and then 
upon revolving it, scarcely any electricity was procured. By 
adjusting the distance of the poles so as to correspond with their 
relative force, they at last were brought so perfectly to neutralize 
each other^s inductive action upon the plate, that no electricity 
could be obtained with the most rapid motion. 

249. I now proceeded to compare the effect of similar and 
dissimilar poles upon iron and copper, adopting for the purpose 
Mr. Sturgeon^s very useful form of Arago's experiment. This 
consists in a circular plate of metal supported in a vertical plane 
by a horizontal axis, and weighted a little at one edge or ren- 
dered eccentric so as to vibrate like a pendulum. The poles of 
the magnets are applied near the side and edges of these plates, 
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and then the number of vibrations, required to reduce the vibrat- 
ing arc a certain constant quantity, noted. In the first descrip- 
tion of this instrument* it is said that opposite poles produced 
the greatest retarding effect, and similar poles none; and yet 
within a page of the place the effect is considered as of the same 
kind with that produced in iron. 

250. I had two such plates mounted, one of copper, one of 
iron. The copper plate alone gave sixty vibrations, in the aver- 
age of several experiments, before the arc of vibration was re- 
duced from one constant mark to another. On placing opposite 
magnetic poles near to, and on each side of the same place, the 
vibrations were reduced to fifteen. On putting similar poles 
on each side of it, they rose to fifty ; and on placing two pieces 
of wood of equal size with the poles equally near, they became 
fifty-two. So that, when similar poles were used, the magnetic 
effect was little or none (the obstruction being due to the con- 
finement of the air, rather), whilst with opposite poles it was 
the greatest possible. When a pole was presented to the edge of 
the plate, no retardation occurred. 

251. The iron plate alone made thirty-two vibrations, whilst 
the arc of vibration diminished a certain quantity. On present- 
ing a magnetic pole to the edge of the plate (247), the vibrations 
were diminished to eleven ; and when the pole was about half an 
inch from the edge, to five. 

252. When the marked pole was put at the side of the iron 
plate at a certain distance, the number of vibrations was only 
five. When the marked pole of the second bar was put on the 
opposite side of the plate at the same distance (250), the vibra- 
tions were reduced to two. But when the second pole was an 
unmarked one, yet occupying exactly the same position, the vi- 
brations rose to twenty-two. By removing the stronger of these 
two opposite poles a little way from the plate, the vibrations in- 
creased to thirty-one, or nearl} the original number. But on re- 
moving it altogether, they fell to between five and six. 

253. Nothing can be more clear, therefore, than that with 
iron, and bodies admitting of ordinary magnetic induction, op- 
posite poles on opposite sides of the edge of the plate neutralize 
each other's effect, whilst similar poles exalt the action; a 
single pole end is also sufficient. But with copper, and sub- 

* Edin. Phil. Journal, 1825, p. 124 
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stances not sensible to ordinary magnetic impressions, similar 
poles on opposite sides of the plate neutralize each other; op- 
posite poles exalt the action ; and a single pole at the edge or end 
on does nothing. 

254. Nothing can more completely show the thorough inde- 
pendence of the effects obtained with the metals by Arago, and 
those due to ordinary magnetic forces; and henceforth, there- 
fore, the application of two poles to various moving substances 
will, if they appear at all magnetically affected, afford a proof 
of the nature of that affection. If opposite poles produce a 
greater effect than one pole, the result will be due to electric cur- 
rents. If similar poles produce more effect than one, then the 
power is not electrical; it is not like that active in the metals 
and carbon when they are moving, and in most cases will prob- 
ably be found to be not even magnetical, but the result of ir- 
regular causes not anticipated and consequently not guarded 
against. 

255. The result of these investigations tends to show that 
there are really but very few bodies that are magnetic in the 
manner of iron. I have often sought for indications of this 
power in the common metals and other substances ; and once in 
illustration of Arago's objection (82), and in hopes of ascertain- 
ing the existence of currents in metals by the momentary ap- 
proach of a magnet, suspended a disc of copper by a single fibre 
of silk in an excellent vacuum, and approximated powerful 
magnets on the outside of the jar, making them approach and 
recede in unison with a pendulum that vibrated as the disc would 
do : but no motion could be obtained ; not merely, no indication 
of ordinary magnetic powers, but none of any electric current 
occasioned in the metal by the approximation and recession of 
the magnet. I therefore venture to arrange substances in 
three classes as regards their relation to magnets: first, those 
which are affected when at rest, like iron, nickel, etc., being 
such as possess ordinary magnetic properties ; then, those which 
are affected when in motion, being conductors of electricity in 
which are produced electric currents by the inductive force of the 
magnet ; and, lastly, those which are perfectly indifferent to the 
magnet, whether at rest or in motion. 
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256. Although it will require further research, and probably 
close investigation, both experimental and mathematical; before 
the exact mode of action between a magnet and metal moving 
relatively to each other is ascertained; yet many of the results 
appear sufficiently clear and simple to allow of expression in 
a somewhat general manner. If a terminated wire move so as 
to cut a magnetic curve, a power is called into action which tends 
to urge an electric current through it ; but this current cannot be 
brought into existence unless provision be made at the ends of 
the wire for its discharge and renewal. 

257. If a second wire move in the same direction as the first, 
the same power is exerted upon it, and it is therefore unable to 
alter the condition of the first : for there appear to be no natural 
differences among substances when connected in a series, by 
which, when moving under the same circumstances relative to 
the magnet, one tends to produce a more powerful electric cur- 
rent in the whole circuit than another (201, 214). 

258. But if the second wire move with a different velocity, 
or in some other direction, then variations in the force exerted 
take place ; and if connected at their extremities, an electric cur- 
rent passes through them. 

259. Taking, then, a mass of metal or an endless wire, and 
referring to the pole of the magnet as a centre of action (which 
thougii perhaps not strictly correct may be allowed for facility 
of expression, at present), if all parts move in the same direc- 
tion, and with the same angular velocity, and through magnetic 
curves of constant intensity, then no electric currents are pro- 
duced. This point is easily observed with masses subject to the 
earth^s magnetism, and may be proved with regard to small 
magnets; by rotating them, and leaving the metallic arrange- 
ments stationary, no current is produced. 

260. If one part of the wire or metal cut the magnetic curves, 
whilst the other is stationary, then currents are produced. All 
the results obtained with the galvanometer are more or less of 
this nature, the galvanometer extremity being the fixed part. 
Even those with the wire, galvanometer, and earth (170), may 
be considered so without any error in the result. 

261. If the motion of the metal be in the same direction, but 
the angular velocity of its parts relative to the pole of the mag- 
net different, then currents are produced. This is the case in 
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Arago^s experiment, and also in the wire subject to the earth's 
induction (172), when it was moved from west to east. 

262. If the magnet moves not directly to or from the arrange- 
ment, but laterally, then the case is similar to the last. 

263. If different parts move in opposite directions across 
the magnetic curves, then the effect is a maximum for equal 
velocities. 

264. All these in fact are variations of one simple condition, 
namely, that all parts of the mass shall not move in the same 
direction across the curves, and with the same angular velocity. 
But they are forms of expression which, being retained in the 
mind, I have found useful when comparing the consistency of 
particular phenomena with general results. 

Royal Institution, 

December 21, 1881 

[Faraday extends his idea of lines of nuignetic force and their relation 
to induced currents in the tioenty-eighth and twenty-ninth series of these 
Hesea/rches, Vol. III.] 
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§ 21. Relation op the Electric and Magnetic Forces 

Received June 21, 1838. — Read June 21, 1888 

1709. I have already ventured a few speculations respecting 
the propable relation of magnetism, as the transverse force of 
the current, to the divergent or transverse force of the lines 
of inductive action belonging to static electricity (1658, etc.). 

1710. In the further consideration of this subject, it appeared 
to me to be of the utmost importance to ascertain, if possible, 
whether this lateral action which we call magnetism, or some- 
times the induction of electrical currents (26, 1048, etc.), is 
extended to a distance by the action of the intermediate parti- 
cles in analogy with the induction of static electricity, or the 
various effects, such as conduction, discharge, etc., which are 
dependent on that induction; or, whether its influence at a 
distance is altogether independent of such intermediate parti- 
cles (1662). 

1711. I arranged two magneto-electric helices with iron cores 
end to end, but with an interval of an inch and three quarters 
between them, in which interval was placed the end or pole of 
a bar magnet. It is evident, that on moving the magnetic pole 
from one core towards the other, a current would tend to form 
in both helices, in the one because of the lowering, and in the 
other because of the strengthening of the magnetism induced 
in the respective soft iron cores. The helices were connected 
together and also with a galvanometer, so that these two cur- 
rents should coincide in direction, and tend by their joint force 
to deflect the needle of the instrument. The whole arrange- 
ment was so effective and delicate, that moving the magnetic 
pole about the eighth of an inch to and fro two or three times, 
in periods equal to those required for the vibrations of the 
galvanometer needle, was sufficient to cause considerable vibra- 
tion in the latter; thus showing readily the consequence of 
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strengthening the influence of the magnet on the one core and 
helix, and diminishing it on the other. 

1712. Then without disturbing the distances of the magnet 
and cores, plates of substances were interposed. Thus calling 
the two cores A and B, a plate of shell-lac was introduced be- 
tween the magnetic pole and A for the time occupied by the 
needle in swinging one way; then it was withdrawn for the 
time occupied in the return swing ; introduced again for another 
equal portion of time; withdrawn for another portion, and so 
on eight or nine times; but not the least effect was observed 
on the needle. In other cases the plate was alternated, t. e., 
it was introduced between the magnet and A for one period of 
time, withdrawn and introduced between the magnet and B for 
the second period, withdrawn and restored to its first place for 
the third period, and so on, but with no effect on the needle. 

1713. In these experiments shell-lac in plates 0.9 of an inch 
in thickness, sulphur in a plate 0.9 of an inch in thickness, 
and copper in a plate 0.7 of an inch in thickness were used 
without any effect. And I conclude that bodies, contrasted 
by the extremes of conducting and insulating power, and op- 
posed to each other as strongly as metals, air, and sulphur, 
show no difference with respect to magnetic forces when placed 
in their lines of action, at least under the circumstances de- 
scribed. 

1714. With a plate of iron, or even a small piece of that 
metal, as the head of a nail, a very different effect was pro- 
duced, for then the galvanometer immediately showed its sensi- 
bility, and the perfection of the general arrangement. 

1715. I arranged matters so that a plate of copper 0.2 of an 
inch in thickness, and ten inches in diameter, should have the 
part near the edge interposed between the magnet and the core, 
in which situation it was first rotated rapidly, and then held 
quiescent alternately, for periods according with that required 
for the swinging of the needle ; but not the least effect upon the 
galvanometer was produced. 

1716. A plate of shell-lac 0.6 of an inch in thickness was ap- 
plied in the same manner, but whether rotating or not it pro- 
duced no effect. 

1717. Occasionally the plane of rotation was directly across 
the magnetic curve: at other times it was made as oblique as 
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possible; the direction of the rotation being also changed in 
different experiments, but not the least effect was produced. 

1718. I now removed the helices with their soft iron cores> 
and replaced them by two flat helices wound upon cardboard, 
each containing forty-two feet of silked copper wire, and having 
no associated iron. Otherwise the arrangement was as before, 
and exceedingly sensible ; for a very slight motion of the magnet 
between the helices produced an abundant vibration of the 
galvanometer needle. 

1719. The introduction of plates of shellac, sulphur, or cop- 
per into the intervals between the magnet and these helices 
(1713), produced not the least effect, whether the former were 
quiescent or in rapid revolution (1715). So here no evidence 
of the influence of the intermediate particles could be obtained 
(1710). 

1720. The magnet was then removed and replaced by a flat 
helix, corresponding to the two former, the three being parallel 
to each other. The middle helix was so arranged that a voltaic 
current could be sent through it at pleasure. The former 
galvanometer was removed, and one with a double coil em- 
ployed, one of the lateral helices being connected with one coil, 
and the other helix with the other coil, in such manner that 
when a voltaic current was sent through the middle helix its 
inductive action (26) on the lateral helices should cause cur- 
rents in them, having contrary directions in the coils of the 
galvanometer. By a little adjustment of the distances these 

I induced currents were rendered exactly equal, and the galva- 

: nometer needle remained stationary notwithstanding their fre- 

j quent production in the instrument. I will call the middle coil 

C, and the external coils A and B. 

1721. A plate of copper 0.7 of an inch thick and six inches 
square, was placed between coils C and B, their respective 
distances remaining unchanged ; and then a voltaic current from 
twenty pairs of 4-inch plates was sent through the coil C, and 
intermitted, in periods fitted to produce an effect on the galva- 
nometer (1712), if any difference had been produced in the 
effect.of C on A and B. But notwithstanding the presence of 
air in one interval and copper in the other, the inductive effect 
was exactly alike on the two coils, and as if air had occupied 

I both intervals. So that notwithstanding the facility with which 
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any induced currents might form in the thick copper plate, the 
coil outside of it was just as much affected by the central helix 
C as if no such conductor as the copper had been there (65). 

1722. Then, for the copper plate was substituted one of sul- 
phur 0.9 of an inch thick ; still the results were exactly the same, 
i, e., there was no action at the galvanometer. 

1723. Thus it appears that when a voltaic current in one 
wire is exerting its inductive action to produce a contrary or 
a similar current in a neighboring wire, according as the pri- 
mary current is commencing or ceasing, it makes not the least 
difference whether the intervening space is occupied by such 
insulating bodies as air, sulphur, and shell-lac, or such con- 
ducting bodies as copper, and the other non-magnetic metals. . 

1724. A correspondent effect was obtained with the like forces 
when resident in a magnet thus. A single flat helix (1718) 
was connected with a galvanometer, and a magnetic pole placed 
near to it; then by moving the magnet to and from the helix, 
or the helix to and from the magnet, currents were produced 
indicated by the galvanometer. 

1725. The thick copper plate (1721) was afterwards inter- 
posed between the magnetic pole and the helix ; nevertheless on 
moving these to and fro, effects, exactly the same in direction 
and amount, were obtained as if the copper had not been there. 
So also on introducing a plate of sulphur into the interval, 
not the least influence on the currents produced by motion of 
the magnet or coils could be obtained. 

1726. These results, with many others which I have not 
thought it needful to describe, would lead to the conclusion 
that (judging by the amount of effect produced at a distance 
by forces transverse to the electric current, i. e,, magnetic 
forces), the intervening matter, and therefore the intervening 
particles have nothing to do with the phenomena; or in other 
words, that though the inductive force of static electricity is 
transmitted to a distance by the action of the intermediate 
particles (1164, 1666), the transverse inductive force of cur- 
rents, which can also act at a distance, is not transmitted by 
the intermediate particles in a similar way. 

1727. It is, however, very evident that such a conclusion can- 
not be considered as proved. Thus, when the metal copper is 
between the pole and the helix (1715, 1719, 1725) or between 
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the two helices (1721) we know that its particles are affected, 
and can by proper arrangements make their peculiar stat^ for 
the time very evident by the production of either electrical or 
magnetical effects. It seems impossible to consider this effect 
on the particles of the intervening matter as independent of 
that produced by the inductric coil or magnet C, on the in- 
ducteous coil or core A (1715, 1721) ; for since the inducteous 
body is equally affected by the inductric body whether these 
intervening and affected particles of copper are present or not 
(1723, 1725), such a supposition would imply that the particles 
so affected had no reaction back on the original inductric forces. 
The more reasonable conclusion, as it appears to me, is, to 
consider these affected particles as efficient in continuing the 
action onwards from the inductric to the inducteous body, and 
by this very communication producing the effect of no loss of 
induced power at the latter. 

1728. But then it may be asked what is the relation of the 
particles of insulating bodies, such as air, sulphur, or lac, when 
they intervene in the line of magnetic action? The answer to 
this is at present merely conjectural. I have long thought 
that there must be a particular condition of such bodies cor- 
responding to the state which causes currents in metals and 
other conductors (26, 53, 191, 201, 213) ; and considering that 
the bodies are insulators one would expect that state to be one 
of tension. I have by rotating non-conducting bodies near mag- 
netic poles and poles near them, and also by causing powerful 
electric currents to be suddenly formed and to cease around and 
about insulators in various directions, endeavored to make some 
such state sensible, but have not succeeded. Nevertheless, as 
any such state must be of exceedingly low intensity, because of 
the feeble intensity of the currents which are used to induce it, 
it may well be that the state may exist, and may be discover- 
able by some more expert experimentalist, though I have not 
been able to make it sensible. 

1729. It appears to me possible, therefore, and even probable, 
that 'magnetic action may be communicated to a distance by 
the action of the intervening particles, in a manner having a 
relation to the way in which the inductive forces of static elec- 
tricity are transferred to a distance (1677) ; the intervening 
particles assuming for the time more or less of a peculiar con- 
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dition, which (though with a very imperfect idea) I have 
several times expressed by the term electro-tonic state (60, 242, 
1114, 1661). I hope it will not be understood that I hold 
the settled opinion that such is the case. I would rather in 
fact have proved the contrary, namely, that magnetic forces are 
quite independent of the matter intervening between the in- 
ductric and the inducteous bodies; but I cannot get over the 
difficulty presented by such substances as copper, silver, lead, 
gold, carbon, and even aqueous solutions (201, 213), which 
though they are known to assume a peculiar state whilst in- 
tervening between the bodies acting and acted upon (1727), no 
more interfere with the final result than those which have as 
yet had no peculiarity of condition discovered in them. 

1730. A remark important to the whole of this investigation 
ought to be made here. Although I think the galvanometer 
used as I have described it (1711, 1720) is quite sufficient to 
prove that the final amount of action on each of the two coils 
or the two cores A and B (1713, 1719) is equal, yet there is 
an effect which may be consequent on the difference of action 
of two interposed bodies which it would not show. As time en- 
ters as an element into these actions* (125), it is very possible 
that the induced actions on the helices or cores. A, B, though 
they rise to the same degree when air and copper, or air and lac 
are contrasted as intervening substances, do not do so in the 
same time ; and yet, because of the length of the time occupied 
by a vibration of the needle, this difference may not be visible, 
both effects rising to their maximum in periods so short as to 
make no sensible portion of that required for a vibration of 
the needle, and so exert no visible influence upon it. 



1731. If the lateral or transverse force of electrical cur- 
rents, or what appears to be the same thing, magnetic power, 
could be proved to be influential at a distance independently 
of the intervening contiguous particles, then, as it appeals to 
me, a real distinction, of a high and important kind, would be 
established between the natures of these two forces (1654, 1664). 

* See Annales de C?i4mie, 1833, torn. 11, pp. 422, 428. 
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I do not mean that the powers are independent of each other 
and might be rendered separately active, on the contrary they 
are probably essentially associated (1654), but it by no means 
follows that they are of the same nature. In common statical 
induction, in conduction, and in electrolyzation, the forces at 
the opposite extremities of the particles which coincide with 
the lines of action, and have commonly been distinguished by 
the term electric, are polar, and in the cases of contiguous 
particles act only to insensible distances; whilst those which 
are transverse to the direction of these lines, and are called 
magnetic, are circumferential, act at a distance, and if not 
through the mediation of the intervening particles, have their 
relations to ordinary matter entirely unlike those of the elec- 
trical forces with which they are associated. 

1732. To decide this question of the identity or distinction 
of the two kinds of power, and establish their true relation, 
would be exceedingly important. The question seems fully 
within the reach of experiment, and offers a high reward to 
him who will attempt its settlement. 

1733. I have already expressed a hope of finding an effect 
or condition which shall be to statical electricity what magnetic 
force is to current electricity (1658). If I could have proved 
to my own satisfaction that magnetic forces extended their in- 
fluence to a distance by the conjoined action of the intervening 
particles in a manner analogous to that of electrical forces, 
then I should have thought that the lateral tension of the lines 
of inductive action (1659), or that* state so often hinted at as 
the electro-tonic state (1661, 1662), was this related condition 
of statical electricity. 

1734. It may be said that the state of no lateral action is 
to static or inductive force the equivalent of magnetism to 
current force; but that can only be upon the view that electric 
and magnetic action are in their nature essentially different 
(1664). If they are the same power the whole difference in the 
results being the consequence of the difference of direction, 
then the normal or undeveloped state of electric force will cor- 
respond with the state of no lateral action of the magnetic state 
of the force ; the electric current will correspond with the lateral 
effects commonly called magnetism: but the state of static in- 
duction which is between the normal condition and the current 
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will still require a corresponding lateral condition in the mag- 
netic series, presenting its own peculiar phenomena; for it 
can hardly be supposed that the normal electric, and the in- 
ductive or polarized electric condition, can both have the same 
lateral relation. If magnetism be a separate and a higher rela- 
tion of the powers developed, then perhaps the argument which 
presses for this third condition of that, force would not be so 
strong. 

1735. I cannot conclude these general remarks upon the 
relation of the electric and magnetic forces without expressing 
my surprise at the results obtained with the copper plate (1721, 
1725). The experiments with the flat helices represent one 
of the simplest cases of the induction of electrical currents 
(1720) ; the effect, as is well known, consisting in the produc- 
tion of a momentary current in a wire at the instant when a 
current in the contrary direction begins to pass through a 
neighboring parallel wire, and the production of an equally brief 
current in the reverse direction when the determining current 
is stopped (26). Such being the case, it seems very extraor- 
dinary that this induced current which takes place in the helix 
A when there is only air between A and C (1720) should be 
equally strong when that air is replaced by an enormous mass 
of that excellently conducting metal copper (1721). It might 
have been supposed that this mass would have allowed of the 
formation and discharge of almost any quantity of currents in 
it, which the helix C was competent to induce, and so in some 
degree have diminished if not altogether prevented the effect in 
A: instead of which, though we can hardly doubt that an in- 
finity of currents are formed at the moment in the copper plate, 
still not the smallest diminution or alteration of the effect in 
A appears (65). Almost the only way of reconciling this effect 
with generally received notions is, as it appears to me, to admit 
that magnetic action is communicated by the action of the inter- 
vening articles (1729, 1733). 

1736. This condition of things, which is very remarkable, 
accords perfectly with the effects observed in solid helices where 
wires are coiled over wires to the amount of five or six or more 
layers in succession, no diminution of effect on the outer ones 
being occasioned by those within. 
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Biographical Sketch. 

Michael Faraday was born in Newington, Surrey, Eng- 
land, September 22, 1791, and died in London, August 25, 
1867. He was apprenticed when thirteen years of age to a 
bookbinder; but, becoming interested in Davy^s lectures on 
chemistry before the Royal Institution, he applied in 1813 to 
Davy for some position in his laboratory. His request was 
granted ; and at first his duties were those of an under-assistant. 
He soon, however, attained distinction, became Director of 
the Laboratory of the Eoyal Institution, and in 1833 was ap- 
pointed Fullerian Professor of Chemistry at this Institution, 
a position which he held until his death. 

Previous to 1831, Faraday's work had been along lines of 
chemical investigations; but on August 29 of that year he 
began his famous "Eesearches in Electricity,^' which led him 
almost immediately to the independent discovery of induced 
currents, a year after they were discovered by Henry. In the 
course of these " Researches " Faraday formed the conception 
of ^^ lines of force,'' one of the greatest aids to scientific thought 
and expression. He explained Arago's disc, studied the earth's 
magnetic field, made the first dynamo, and rediscovered cur- 
rents of self-induction. He proved further the identity of 
electricities obtained in all possible ways. In 1833 he began his 
famous electro-chemical researches which led him to the dis- 
covery of the laws of electrolysis. He investigated also the 
origin of the electro-motive force in a Voltaic cell, rediscovered 
in 1837 the property of a dielectric called its Specific Inductive 
Capacity (first noted by Cavendish in 1772), discovered in 
1845 the rotation of the plane of polarization of light by the 
magnetic field, and in the same year made his investigation 
on the "Magnetic Condition of All Matter," in the course of 
which he rediscovered " diamagnetism," a property previously 
observed in isolated cases by Becquerel and others. 

A good summary of Faraday's characteristics as a scientist 
is given by his biographer Dr. Bence Jones : 

"As a philosopher, his first great characteristic was the 
trust which he put in facts. He said of himself, ^ In early 
life I was a very lively imaginative person, who could believe 

93 

Digitized by LjOOQ IC 



MEMOIRS ON CURRENTS 

in the "Arabian Nights ^^ as easily as in the " Encyclopaedia/' 
but facts were important to me and saved me. I could trust 
a fact/ Over and over again he showed his love of experiments 
in his writings and lectures : ' Without experiment I am nothing/ 
^But still try, for who knows what is possible?' *A11 our 
theories are fixed upon uncertain data, and all of them want 
alteration and support from facts.' ^ One thing, however, is 
fortunate, which is, that whatever our opinions, they do not 
alter nor derange the laws of nature.' 

" His second great characteristic was his imagination. It 
rose sometimes to divination, or scientific second sight, and 
led him to anticipate results that he or others afterwards proved 
to be true." 

Faraday's " Experimental Researches in Electricity " have 
been published in three volumes by Bernard Quaritch, London. 
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Text-Books in Physics 

ROWLAND AND AMES'S ELEMENTS OF PHYSICS 

This is an elementary text-book designed for high schools and college 
preparatory schools. It treats the various branches of the science in an 
elementary manner and gives full descriptions of the laboratory experi- 
ments necessary to illustrate the text. 

AMES'S THEORY OF PHYSICS $1 60 

For junior classes in colleges or technical schools. The work is 
arranged in five parts treating, respectively, Mechanics, Sound, Heat, 
Electricity and^ Magnetism, and Light. Each part is systematically 
subdivided and treated, and the book fully indexed. 

AMES AND BLISS'S MANUAL OF EXPERIMENTS IN PHYSICS. $1.80 
A course in laboratory instruction for college classes, thoroughly 
practical, and designed to offer the most approved methods of demon- 
stration from a modem standpoint. 

HOADLEY'S BRIEF COURSE IN GENERAL PHYSICS 

A brief course in General Physics for high schools, academies, and 
other preparatory schools, combining the latest results of scientific 
progress with the best methods of teaching the science. 

COOLEY'S STUDENT'S MANUAL OF PHYSICS . . . $1.00 

A new text-book in Physics for high schools, academies, and colleges. 
It embodies a full and thorough treatment of the laws of physics, the 
best methods in science teaching, the latest discoveries and applications 
in physics, and a full course in laboratory practice. 

APPLETONS' SCHOOL PHYSICS . . . . . $1.20 

A modern text-boo^c which reflects the most advanced pedagogical 
methods and the latest laboratory practice. 

STEELE'S POPULAR PHYSICS $1 00 

A popular text-book in which the principles of the sciences are pre- 
sented in such an attractive manner as to awaken and fix the attention. 

HARRINGTON'S PHYSICS FOR GRAMMAR SCHOOLS . 50 cents 
Based on the experimental method, elementary enough for grammar 
schools, and affording a thorough preparation for advanced study. 

HAM MEL'S OBSERVATION BLANKS IN PHYSICS . . 30 cents 
A pupil's laboratory manual and notebook for the first term's work. 



Copies of these books will be sent^ prepaid ^ on receipt of the price, 

American Book Company 

New York ♦ Cincinnati ♦ Chicago 
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Hammel's Observation Blanks in Physics 

By William C. A. Uammel, Professor of Physics in 
Maryland State School. Boards, Quarto, 42 pages. 
Illustrated. 30 cents 

These Observation Blanks are designed for use as a 
Pupil's Laboratory Manual and Note Book for the first 
term*s work in the study of Physics. They combine in 
convenient form descriptions and illustrations of the appa- 
ratus required for making experiments in Physics, with 
special reference to the elements of Air, Liquids, and Hea^; 
directions for making tjie required apparatus from simple 
inexpensive materials, and for performing the experiments, 
etc. The book is supplied with blanks for making drawings 
of the apparatus and for the pupil to record what he has 
observed and inferred concerning the experiment and the 
principle illustrated. 

The experiments are carefully selected in the light of 
experience and arranged in logical order. The treatment 
throughout is in accordance with the best laboratory practice 
of the day. 

Hon. W. T. Harris, U. S. Commissioner of Education, 
says of these Blanks: 

* I have seen several, attempts to assist the work of 
pupils engaged in the study of Physics, but I have never 
seen anything which promises to be of such practical assist- 
ance as Hammers Observation Blanks." 



Specimen copies of the above book will be sent prepaid to any address^ 
on receipt of the price y by the Publishers : 

American Book Company 

New York ♦ Cincinnati ♦ Chicagro 
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STORER AND LINDSAY'S 

Elementary Manual of Chemistry 

By F. H. STORER, S.B., A.M., and W. B. LINDSAY, A.B., B.S. 
Cloth, 12mo, 453 pages. Illustrated. Price, $1.20 

This work is the lineal descendant of the " Manual of 
Inorganic Chemistry" of Eliot and Storer, and the ** Ele- 
mentary Manual of Chemistry '* of Eliot, Storer and Nichols. 
It is in fact the last named book thoroughly revised, 
rewritten and enlarged to represent the present condition 
of chemical knowledge and to meet the demands of American 
teachers for a class book on Chemistry, at once scientific 
in statement and clear in method. 

The purpose of the book is to facilitate the study and 
teaching of Chemistry by the experimental and inductive 
method. It presents the leading facts and theories of the 
science in such simple and concise manner that they can 
be readily understood and applied by the student. The 
book is equally valuable in the classroom and the laboratory. 
The instructor will find in it the essentials of chemical 
science developed in easy and appropriate sequence, its 
facts and generalizations expressed accurately and scientifi- 
cally as well as clearly, forcibly and elegantly. 



* ' It is safe to say that no text-book 
has exerted so wide an influence 
on the study of chemistry in this 
country as this work, originally 
written by Eliot and Storer. Its 
distinguished authors were leaders 
in teaching Chemistry as a means 
of mental training in general edu- 
cation, and in organizing and per- 
fecting a system of instructing 
students in large classes by the 
experimental method. As revised 
and improved by Professor Nichols, 
it continued to give the highest 
satisfaction in our best schools and 
colleges. After the death of Pro- 
fessor Nichols, when it became 



necessary to revise the work again. 
Professor Lindsay, of Dickinson 
College, was selected to assist Dr. 
Storer in the work. The present 
edition has been entirely rewritten 
by them, following throughout the 
same plan and arrangement of the 
previous editions, which have been 
so highly approved by a generation 
of scholars and teachers. 

" If a book, like an individual, 
has a history, certainly the record 
of this one, covering a period of 
nearly thirty years, is of the highest 
and most honorable character.** 
— From The American Journal of 
Science. 



Copies of this book will be sent prepaid to any address^ on receipt of the Priet^ 
by the Publishers : 

American Book Company 

New York « Cincinnati ♦ Chicago 
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Zoology and Natural History 



BURNET'S SCHOOL ZOOLOGY 75 cents 

A new text-book for high schools and academies, by a practical 
teacher; sufficiently elementary for beginners and full enough for the 
usual course in Natural History. 

DODGE'S INTRODUCTION TO ELEMENTARY PRACTICAL 

BIOLOGY $1.80 

A laboratory guide for high school and college students, intended to 
develop the power of personal investigation. Under each section are 
given questions on the structure and the physiology of a series of common 
animals and plants typical of their kind. Directions are given for the 
collection and preservation of specimens, for preparing them for exam- 
ination, and for performing simple physiological experiments. 

NEEDHAM'S ELEMENTARY LESSONS IN ZOOLOGY . 90 cents 
A text-book for high schools, academies, normal schools, and prepar- 
atory college classes. Special attention is given to the study by scientific 
methods, laboratory practice, microscopic study, and practical zootomy. 

ORTON'S COMPARATIVE ZOOLOGY $1.80 

Structural and systematic. For use in schools and colleges. The 
distinctive character of this work consists in the treatment of the whole 
Animal Kingdom as a unit; in the comparative study of the development 
and variations of organs and their functions, from the simplest to the 
most complex state; in withholding systematic zoftlogy until the student 
has mastered those structural affinities upon which true classification is 
founded. 

HOLDERS' ELEMENTARY ZOOLOGY $1 20 

A text-book for high school classes and other secondary schools. 

MORSE'S FIRST BOOK IN ZOOLOGY .... 87 cents 
For the study of the lower and plainer forms of animal life. The 
examples presented are such as are common and familiar. 

STEELE'S POPULAR ZOOLOGY . . . . . $1.20 

For academies, preparatory schools, and general reading. The 
treatment is marked by the same clearness and interest that characterize 
all Professor Steele's text-books in the Natural Sciences. 

TENNEYS' NATURAL HISTORY OF ANIMALS— Revised . . $1.^0 

This new edition has been thoroughly revised, the recent changes in 

classification introduced, and the book in all respects brought up to date. 



Copies will be sent^ prepaid ^ to any address on receipt of the price. 

American Book Company 

New York ♦ Cincinnati ♦ Chicago 
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Birds of the United States 

A Manual for the Identification of Species East of the 
Rocky Mountains 

By Austin C. Apgar 
Author of " Trees of the Northern United States," etc. 

Cloth, I zmo, 415 pages, with numerous illustrations. Price, $2.00 

The object of this book is to encourage the study of 
Birds by making it a pleasant and easy task. The treat- 
ment, while thoroughly scientific and accurate, is interest- 
ing and popular in form and attractive to the reader or 
student. It covers the following divisions and subjects : 

Part I. A general description of Birds and an explanation 
of the technical terms used by ornithologists. 

Part II. Classification and description of each species 
with Key. 

Part III. The study of Birds in the field, with Key for 
their identification. 

Part IV. Preparation of Bird specimens. 

The descriptions of the several species have been pre- 
pared with great care and present several advantages over 
those in other books. They are short and so expressed 
that they may be recalled readily while looking at the 
bird. They are thus especially adapted for field use. The 
illustrations were drawn especially for this work. Their 
number, scientific accuracy, and careful execution add much 
to the value and interest of the book. The general Key to 
Land and Water Birds and a very full index make the 
book convenient and serviceable both for the study and 
for field work. 



Apgar* s Birds of the United States will be senty prepaid^ to any address 
on receipt of the price by the Publishers: 

American Book Company 

NEW YORK ♦ CINCINNATI • CHICAGO 
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Gray's Series of Botanies 

By the late Asa Gray, LL.D., of Harvard University 



FOR ELEMENTARY AND GRAMMAR SCHOOLS 

Gray's How Plants Grow. With a Popular Flora . . $0 80 
A simple introduction to the study of Botany. 

Gray's How Plants Behave. A Botany for Young People . .54 
A primary book showing how plants move, climb, act, etc 

FOR SECONDARY SCHOOLS 

Gray's Lessons In Botany. Revised edition ... .94 

Gray's Field, Forest, and Garden Botany. New edition, 

containing Flora only 1 44 

Gray's School and Fie'd Book of Botany. Comprising the 

** Lessons " and " Field, Forest, and Garden Botany," 1.80 
A complete book for school use. 

FOR COLLEGES AND ADVANCED STUDENTS 

Gray's Manual of Botany. Revised, containing Flora only. 

For the Northern United States, east of the Missisippi, 1.62 
The Same. Tourist's edition. Thin paper, flexible leather, 2.00 
Gray's Lessons and Manual of Botany. One volume. Revised, 

comprising the "Lessons in Botany " and the •* Manual," 2 16 
Gray's Botanical Text-Book 

I. Gray's Structural Botany 2 00 

IL Goodale's Physiological Botany .... 2 00 

FOR WESTERN STUDENTS 

Coulter's Manual of the Botany of the Rocky Mountains . 1.62 
Gray and Coulter's Text-Book of Western Botany. Com- 
prising Gray's "Lessons" and Coulter's " Manual of 
the Rocky Mountains" ...... 2.16 



Copies of any of the above books will be sent, prepaid, to any address 

on receipt of the price by the Publishers : 

American Book Company 

NEW YORK ♦ CINCINNATI ♦ CHICAGO 
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Aids to Field and Laboratory Work 
in Botany 

Apgars' Plant Analysis. By £. A. and A. C. Apgar. 

Cloth, small 4to, 124 pages . . ... . 55 cents 

A "book of blank schedules, adapted to Gray's Botanies, for pupils' 
use in writing and preserving brief systematic descriptions of the plants 
analyzed by them in field or class work. Space is allowed for descrip- 
tions of about one hundred and twenty-four plants with an alphabetical 
index. 

An analytical arrangement of botanical terms is provided, in which 
the words defined are illustrated by small wood cuts, which show at a 
glance the characteristics named in the definition. 

By using the Plant Analysis, pupils will become familiar with the 
meaning of botanical terms, and will learn how to apply these terms in 
botanical descriptions. 

Apgar's Trees of the Northern United States 

Their Study, Description, and Determination. For the use of 

Schools and Private Students. By Austin C. Apgar. 

Cloth, i2mo, 224 pages. Copiously Illustrated . . . $1.00 

This work has been prepared as an accessory to the study of Botany, 
and to assist and encourage teachers in introducing into their classes 
instruction in Nature Study. The trees of our forests, lawns, yards, 
orchards, streets, borders and parks afford a most favorable and fruitful 
field for the purposes of such study. They are real objects of nature, 
easily accessible, and of such a character as to admit of being studied at 
all seasons and in all localities. Besides, the subject is one of general 
and increasing interest, and one that can be taught successfully by those 
who have had no regular scientific training. 



Copies of either of the above books will be sent^ prepaid^ to any address on 
receipt of the price by the Publishers: 

American Book Company 

NEW YORK ♦ CINCINNATI ♦ CHICAGO 
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Text- Books in Geolo 



gy 



By JAMES D. DANA, LL.D. 
Late Professor of Geology and Mineralogy in Yale University. 

DANA'S GEOLOGICAL STORY BRIEFLY TOLD . . . $1.15 
A new and revised edition of this popular text-book for beginners in 
the study, and for the general reader. The book has been entirely 
rewritten, and improved by the addition of many new illustrations and 
interesting descriptions of the latest phases and discoveries of the science. 
In contents and dress it is an attractive volume, well suited for its use. 

DANA'S REVISED TEXT-BOOK OF GEOLOGY . . . $1.40 
Fifth Edition, Revised and Enlarged. Edited by William North 
Rice, Ph.D., LL.D., Professor of Geology in Wesleyan University. 
This is the standard text-book in geology for high school and elementary 
college work. While the general and distinctive features of the former 
work have been preserved, the book has been thoroughly revised, enlarged, 
and improved. As now published, it combines the results of the life 
experience and observation of its distinguished author with the latest 
discoveries and researches in the science. 

DANA'S MANUAL OF GEOLOGY $5.00 

Fourth Revised Edition. This great work is a complete thesaurus of 
the principles, methods, and details of the science of geology in its 
varied branches, including the formation and metamorphism of rocks, 
physiography, orogeny, and epeirogeny, biologic evolution, and paleon- 
tology. It is not only a text-book for the college student but a hand- 
book for the professional geologist. The book was first issued in 1862, 
a second edition was published in 1874, and a third in 1880. Later 
investigations and developments in the science, especially in the geology 
of North America, led to the last revision of the work, which was most 
thorough and complete. This last revision, making the work substantially 
a new book, was performed almost exclusively by Dr. Dana himself, and 
may justly be regarded as the crowning work of his life. 



Copies of any of Dana* s Geologies will be sent^ prepaid^ to any address on 
receipt of the price. 

American Book Company 
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Biology and Zoology 

DODGE'S INTRODUCTION TO ELEMENTARY PRACTICAL 
BIOLOGY 

A Laboratory Guide for High School and College Students. 
By Charles Wright Dodge, M.S., Professor of Biology 

in the University of Rochester $1 .80 

This is a manual for laboratory work rather than a 
text-book of instruction. It is intended to develop in the 
student the power of independent investigation and to 
teach him to observe correctly, to draw proper conclusions 
from the facts observed, to express in writing or by means 
of drawings the results obtained. The work consists 
essentially of a series of questions and experiments on 
the structure and physiology of common animals and 
plants typical of their kind — questions which can be 
answered only by actual investigation or by experiment. 
Directions are given for the collection of specimens, for 
their preservation, and for preparing them for examination; 
also for performing simple physiological experiments. 

ORTON'S COMPARATIVE ZOOLOGY, STRUCTURAL AND 
SYSTEMATIC 

By James Orton, A.M., Ph.D., late Professor of Natural 
History in Vassar College. New Edition revised by 
Charles Wright Dodge, M.S., Professor of Biology in 

the University of Rochester $1.80 

This work is designed primarily as a manual of 
instruction for use in higher schools and colleges. It 
aims to present clearly the latest established facts and 
principles of the science. Its distinctive character con- 
sists in the treatment of the whole animal kingdom as a 
unit and in the comparative study of the development and 
variations of the different species, their organs, functions, 
etc. The book has been thoroughly revised in the light 
of the most recent phases of the science, and adapted to 
the laboratory as well as to the literary method of teaching. 



Copies of either of the above books will be sent^ prepaid^ to any address 
on receipt of the price, 

American Book Company 

New York ♦ Cincinnati ♦ Chicago 
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A Laboratory Manual in Practical 
Botany 

For use in Secondary Schools and for Elennentary Work in Colleges 

By Charles H. Clark, A.M., D.Sc, 
Principal of Windsor Hall School, Waban, Mass. 

Cloth, 1 2 mo, 272 pages. Illustrated . 96 cents 

The course of botanical study outlined in this book is 
intended to give the student a general view of the subject, 
and at the same time to lay a foundation upon which 
more advanced studies may be built. The book is 
primarily a laboratory manual and follows the method 
recommended by the Committee of Ten and employed by 
the best teachers. So pursued, the study of botany pro- 
vides the means of developing habits of close and accurate 
observation and of cultivating the reasoning powers that 
can scarcely be claimed for any other subject taught in 
the schools. 

It provides a systematic outline of classification to 
serve as a guide in laboratory work and in the practical 
study of the life histories of plants, their modes of repro- 
duction, manner of life, etc. The treatment is suggestive 
and general to adapt it to the courses of study in different 
schools, and to allow the teacher to follow his own ideas 
in selecting the work of his class. 



Clark's Laboratory Manual in Practical Botany will be sent, prepaid^ 
to any address on receipt of the price by the Publishers : 

American Book Company 

NEW YORK ♦ CINCINNATI ♦ CHICAGO 
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